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FOREWORD 


Clean water in sufficient quantity when and where it is needed has 
become a cry of the 1960's. Water has always been bosic to man’s sur- 
vival -- and it is essential to his economic and social well-being. But 
nevei* has this Notion required so much water for homes, factories, farms 
and recreation as it does today. Nor have the discarded wastes of cities, 
industry and agriculture ever posed such enormous threats to our water 
resource as they do today. 

Development of the water resource presently involves on expenditure 
of about $i0 billion a year in this country. Water pollution control has 
high priority in this development. New municipal ond industrial waste 
treatment works over the next 20 years have been priced out at $42 billion. 
Both Congress and State Legislatures have enacted lows and there are 
both Federal and State programs, working very closely together, to protect 
the quality of the Nation’s water resources. 

We could ill afford to expend such great sums and effort for water 
pollution prevention and abatement without accurate bookkeeping on ac- 
complishments and further needs. For many years the Public Health Serv- 
ice has collected, analyzed and published data on municipal sewage 
disposal systems and waste treatment focilities. The last such publica- 
tion was in 1958 covering 1957 data. It contained, in addition to the 
municipal data, limited information on industrial waste treatment facilities 
(PHS Publication No. 622). 

This newest report contains data on only the municipal waste treat- 
ment facilities as of January 1, 1962. Grateful acknowledgment is made 
to the individual State agencies who assisted in the inventory, ond which 
are nomed at the beginning of each Stote listing. 

G. E. MeCALLUM 
AsaUtant Surgoon General 
Chief, Division of 
Water Supply and Pollution Control 
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NOTES REGARDING TABULATIONS 


GENERAL 

This Inventory contains the latest 
available data for all sources of munici- 
pal pollution which are of significance 
in water pollution control programs. 

Each individual item listed in column 
1 is defined as an “entry”. 

In the listings, each non-community 
entry is referred to the nearest community, 
whenever possible. Entries oppear in 
alphabetical order according to community. 
Entries listed under the some community 
are alphabetized by name, under that com- 
munity. 

When requested by the cooperating 
agency, entries for institutions, schools, 
shopping centers, motels, etc., are listed 
alphabetically after the last municipal 
entry. 

Following each State listing is a table 
showing those sewage disposal facilities 
which serve more than one of the entries, 
together with the names of all entries 
which are served by the particular facility. 

An “x” in the listings indicates that 
the data called for are not available, A 
dash signifies that the data called 
for do not apply to the entry. An asterisk 
indicotes that a "Remork” is entered 
in column 15. 


Est. 

Fed. Hous. 
F. H. A. 

Hosp. 

Hts. 

Ind. Res. 
Inst. 

Jet. 

Mon. 

M. U. D, 

M. V. 

Nat. 

Penit. 

P.C. 


Pk. 


-•Estote 

Proj. -Federal Housing Project 
-Federal Housing 
Administrotion 
-Hospital 
-Heights 

-Indion Reservation 
"Institute, Institution 
"Junction 
-Monument 
--Municipol Utility 
District 
—Mill Village 
—National 
-Penitentiary 
—Permanent Camp 
(Recreation, Forest, or 
other) 

—Park 


P. H. A. or 
F. P. H. A. 

P. U. D. 

San. 

Sch. 

S. D. 

Sec, 

S. M. D. 

Sta. 

(T), To., Twp, 
Univ. 


-Public Housing Adminis- 
tration 

"Public Utility District 
■-Sanatorium, Sanitarium 
-School 

-Sanitary, Sanitation or 
Sewer District 
-Section 

-Sewer Maintenance 
District 
—Station 

—Town or Township 
-University 


COLUMN (1) COMMUNITY, SEWER OR 
SANITARY DISTRICT OR 
INSTITUTION 

Entries marked with a star are 
disposal facilities which serve one or 
more additional entries. 


The following abbreviations are used. 


Auth. 

Co, 

Col. 

Comm. 

D. or Dist. 
D. R. 


-Authority 

"County 

-College 

-Commission 

-District 

-Dude Ronch 


COLUMN (2) COUNTY NAME 

The name of the county in which the 
community, facility or institution is lo- 
cated. 


COLUMN (3) 1960 CENSUS POPULATION 

For communities, the entry shows the 

1960 population, as reported by the U.S. 
Bureau of the Census, or taken from the 

1961 edition of the Rand McNolly Atlas. 
For institutions and others, the figure is 
the same as population served. 
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COLUMN (4) ESTIMATED POPULATION 
SERVED 

The figure appearing indicates the 
estimated totol number of people served 
by the focilities. A figure shown in paren- 
theses indicates that the entry is served 
by the facilities of another entry (the lat- 
ter being indicated in column 8). The 
population shown in parentheses is in- 
cluded in that listed under the serving 
entry. 

COLUMN (5) TYPE SEWER SYSTEM 

The type sewer system is coded os 
follows; 

S - Separate (designed to carry do- 
mestic sewage and in- 
dustrial woste sepo- 
rately from storm water 
runoff) 

C - Combined (designed to carry do- 
mestic sewage, indus- 
trial waste, and storm 
water runoff in the same 
sewer) 


COLUMN (6) AVERAGE DAILY FLOW 
(MGD) 

The actual woste flow for the entry. 

An "E” following the flow figure indi- 
cates thot the flow has been estimated. 

COLUMN (7) DESIGNED FOR 

Top-line Entry - Average Daily Flow 
( MGD ) - The fl ow for which the facilities 
were designed. 

Bottom-line Entry - PE (1. OOP's) - The 
population equivalent, in thousands, as 
measured by BOD, for which the focilities 
were designed. 

'MENT 

* and 

ed 
e- 


In general, the symbols are orranged 
in the order of sewage flow with sludge 
treatment symbols following thereafter. 
Combination units performing more than 
one function in a single structure are 
denoted by enclosing the appropriote 
symbols in parentheses. Enclosures in 
brackets indicote parallel or alternate 
operotion. Chlorination, where used, is 
usually noted only once for each plant 
regardless of whether actual application 
is made ot more then one point. 

See Appendix A for code. 

COLUMN (9) SAME AS COLUMN (1) 

COLUMN (10) MAJOR AND MINOR 
DRAINAGE BASIN 

Top-line Entries - The majt.r droinoge 
basin in which the entry is located. See 
Appendix B for code. 

Bottom-line Entries - The minor drainage 
basin in which the entry is located. See 
Appendix B for code. 

COLUMN (10A) SUB-BASIN 

The sub-basin in which the entry is 
located. Not all States have delineated 
sub-basin limits. 

COLUMN (11) WATERCOURSE MILEAGE 

For entries discharging either row or 
treated sewage into a river system, water- 
course mileages are entered in accordance 
with the coding system shown in Appendix 
C . 

The column does not apply to entries 
dischorging onto land or into lakes or on 
ocean. When dota oppeor in this column 
for such entries, the only purpose is to 
locate the entry. 

COLUMN (12) DISCHARGE TO 

The wotercourse or lend area to which 
the untreated wastes or treatment plont 
effluent is discharged. 

The following abbreviations are used. 

Ar. -Arroyo 

Br. -Bronch, Brook 
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Ca. -Canal when a **None** appears 

Cr. -Creek in column 8. 

E. -East 


Fk. 

-Fork 

L. 

-Lake 

Ld. 

-Land 

Lt. 

-Little 

N. 

-North 

Pd. 

-Pond 

R. 

-River 

S. 

-South 

Str. 

-Stream 

Trib. 

-Tributary 

W. 

-West 

Wa. 

-Wash 


COLUMN (13) POPULATION 

EQUIVALENT (BOD) 

Top-line Entries - The Population Equiva- 
lent (BOD) oT the untreated waste is 
entered on the top line, and followed by 
on “E” if estimated. 

Bottom-line Entries - The Population 
Equivalent (BOD) of the treated waste, os 
discharged to the receiving area, is en- 
tered on the bottom line. If estimated, an 
"E” is added. 

Note: When waste discharge is not into 
a body of water, but is rather onto land 
or -into lagoons from which there is no 
overflow, the bottom line entry in this 
column may be shown in one of two 
ways: 

Some States enter a figure showing the 
PE (BOD) of the wastes as they are dis- 
charged into these land areas or lagoons. 
Other States enter an “0" to indicate 
that no waste reaches a Watercourse. In 
both cases exactly the same situation 
exists physically, only the method of 
describing it differs. 

COLUMN (14) POLLUTION ABATEMENT 
NEEDS 

Symbol Explonotory Notes 

0 New treatment This symbol indicates 
facilities the need for a new plant 


1 Enlargement This symbol indicates 

of existing o need for enlorgement 

facilities of the existing treatment 

plant shown in column 8. 
For exqmple, addition of 
another filter to a trick- 
ling filter plant. 

When this symbol is used 
it indicates that the 
degree of treatment or 
the type of pollution 
control meosures in use 
are considered to be 
adequate. 

2 Addition of This symbol indicates a 

other treat- need for addition of other 
ment methods treatment methods to the 

to existing treatment plant shown in 

facilities column 8. For example, 

the addition of trickling 
filters to a primory treat- 
ment plant. 

When this symbol is used 
the degree of treatment 
or the type of pollution 
control measures in use 
ore not considered to be 
adequate without supple- 
mentation. 

3 Chlorination This is a specific re- 

quirement coming under 
symbol '*2” above. It 
may be used either in 

conjunction with that 
symbol (as when chlori- 
nation plus other addi- 
tions are needed), or in 
place of it (as when 
chlorination only is 
needed). 

4 Replacement This symbol Indicates a 

of existing need for replacement of 

plant the existing treatment 

plont shown in column 8. 
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Symbol Explanatory Notes 

4.(contd.) 

"Replacement” means 
that the plant or pollu- 
tion control measures re- 
placed will no longer be 
used. It is possible that 
this replacement may be 
by a plant or by pollution 
control measures provid- 
ing the same degree of 
treatment as those which 
ore replaced. This sym- 
bol provides for recogni- 
tion of the fact that pol- 
lution reduction has been 
provided for, but that due 
to obsolescence, or for 
any other reason, the 
existing facilities are no 
longer capable of produc- 
ing satisfactory results. 

5 Improved 
operation or 
utilization of 
existing 
facilities 

6 Connection 
to adequate 
existing sewer 
system 

7 No project 
needed 


COLUMN (15) REMARKS 

Any pertinent remarks relating to the 
entry appear in this column. 


APPENDIX A 

TREATMENT CODE 

The principal treatment devices and 
methods are identified by capital letters 
and are further described by subsequent 
lower cose letters. In generol, the sym- 


bols will be arranged in the order of sew- 
age flow, with sludge treatment symbols 
following thereafter. Combination units 
performing more thon one function in a 
single structure are denoted by enclosing 
the appropriate symbols in parentheses. 
Enclosures in brackets indicate parallel 
or alternate operotion. Chlorination, where 
used is noted only once for each plant, 
regardless whether or not actual applica- 
tion is made at more than one point. 

KEY TO SYMBOLS 
A Aeration 

Aa— Activoted sludge, diffused air aera- 
tion 

Ac— Contact aerators 
Ae"-Extended Aeration 
Am "Activoted sludge, mecharrical aera- 
tion 

Ap---Aerdtion, plain, without sludge re- 
turn 

B Sludge beds 

Bo— Open 
Be— Glass covered 

C Settling tanks 

Ci — two story (Imhoff) 

Cm --mechanically equipped 
Cp— plain, hopper bottom or intermit- 
tently drained for cleaning 
Cs — septic tank 

Ct— multiple tray, mechanically equip- 
ped 

D — -Digester, separate sludge 
Dc— with cover (fixed if not otherwise 
specified) 

D(cg)-gasomefer in fixed cover 
De— gas used in engines (heat usuolly 
recovered) 

Df— with floating cover 
Dg— with gosometer cover 
Dh— gas used in heating 
Dm --stirring mechanism 
Do— open top 
Dp — unheated 
Dr — heoted 

Ds— gas storage in separate holder 
Dt— stage digestion 

E Chlorination 

Ec — with contact tank 
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APPENDIX A (cont’d.) 

Eg---by chlorine gas 
Eh— by hypochlorite 

F. Filters 

Fc— contact beds 
Fm —magnetite (straining) 

Fo— roughing filters 

Fr— ropid sond or other sand straining 
Fs---intermittent sand 
Ft —trickling (no further details) 

Fth— high capacity 

Ftn— fixed nozzle, standard copacity 
Ftr -rotary distributor, standard capacity 
Ftt-traveling distributor, standard ca- 
pacity 

G Grit chambers 

Gh— without continuous removal mecha- 
nism 

Gm-with continuous removal mechanism 
Gp— -grit pocket at screen chamber 
Gw -separate grit washing device 

H Sludge storage tanks (not second 

stage digestion units) 

He— covered 

Hm-with stirring or concentrating mecha- 
nism 
Ho--open 

I Sewage opplicotion to land 

Ic- — with cropping 
Ip— percolation beds 
Is — sub-surface application 
lu — land underdrained 

K Chemical treatment - Flocculation. 

Chemical treatment-type units or 
equipment not necessarily complete 
or operated as chemical treatment 
Ko-fl occulation tank, air agitation 
Kc— chemicals used 

Km --flocculation tank, mechanical agita- 
tion 

Kx" -no chemicals used 

L Lagoons 

Le— evaporation lagoons 
Lo— oxidation lagoons or ponds 
Lp--lagoon for settling of sewage 
Ls — sludge logoons - not for treatment of 
sewoge 

0 Greose removal or skimming tonks 

not incidental to settling tanks 
Oa— aerated tank (diffused air) 


Om -mechanicolly equipped tank 
S Screens 

Sc — comminutor (screenings ground in 
sewage stream) 

Si— -intermediate screens (1/8" to 1/2" 
openings) 

Sf--fi ne screen (less than l/8"openings) 
Sg —screenings ground in separate 
grinder and returned to sewage flow 
Sh--bar rack (1/2" to 2" openings) hand 
cleaned 

Sm-bar rack (1/2" to 2" openings) me- 
chanically cleaned 
Sr — coorse rank (openings over 2") 

St-— gorbage ground at plant and odded 
to sewoge flow 

T Sludge thickener 

Tc— covered 
Tm -stirring mechanism 
To— open top 

V Mechanicol sludge dewatering 

Vc— sludge centrifuge 
Vv— rotory vacuum filter 
Vo— other 

X Sludge disposal 

Xb— barged to sea 
Xd— used for fertilizer 
Xf— burned for fuel 
Xn— incineroted 
Xp— used for fill 

Z Sludge conditioning 

Za— chemicols used, alum 
Zc— chemicals used (unidentified) 

Zi— chemicals used, iron solt 
Zl— chemicals used, lime 
Zx— no chemicals used 
Zy— elutriation 

APPENDIX B 

LIST OF MAJOR AND MINOR BASINS 
NE - Northeast 

1 Quinnipiac River & Western Connecti- 
cut Coastal 

2 Housatonic River 

3 Pawcatuck River and Eostern Con- 
necticut Coastal 

4 Connecticut River 

5 Thames River 

6’ Narragansett Bay 
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APPENDIX B (cont’d.) 

NE - Northeast (cont'd.) 

8 Massochusetts Coosfal 

9 Merrimac River 

10 Piscataqua River and New Hampshire 
Coastal 

12 Saco River and South Moine Coastal 

14 Presumpscot River and Casco Bay 

15 Androscoggin River 

16 Kennebec and Sheepscot Rivers 

17 Penobscot River 

18 North Maine Coastal 

19 St. Croix River 

20 St. Johns River 

21 Lake Memphremagog 

24 Lake Champlain 

25 St. Lawrence River 

26 Lake Ontario 

27 Lake Erie-Niagaro River 

28 Genesee River 

29 Oswego River 

30 Mohawk River 

31 Upper Hudson River 

32 Lower Hudson River 

NA • North Atlantic 

l.New jersey • New York Metropolitan 
Area 

2 New Jersey Coast 

3 Delaware River ■ Zone 1 

4 Deloware River • Lehigh 

5 Deloware River ■ Schuylkill 

6 Delaware River - Zone 2 

7 Delaware River - Zone 3 

8 Delawore River • Zone 4 

9 Susquehonna River - North Bronch 

10 Susquehanna River • West Branch 

11 Susquehanna River - Juniata 

12 Susquehanna River - Main Stem 

13 Upper Chesapeoke Bay and Morylond 
Delaware Coast 

14 Potomoc River 

15 Rappahannock and York Rivers - Vir- 
ginia Coast 

16 Jomes River 

SE - Sotlth«kn$f 

liver 


5 North Carolina Coastal Area 

6 Cape Fear River 

7 Yadkin - Pee Dee Rivers 

8 Pee Dee River 

9 Cotawba - Woteree Rivers 

10 Congaree River 

11 Santee - Cooper Rivers 

12 Edisto - Combahee Rivers 

13 Savannah River 

14 Ogeechee River 

15 Ocomee River 

16 Ocmulgee River 

17 Altamaha River 

18 Satilla River 

19 St. Marys - Nassau R ivers 

20 St. Johns River 

21 Suwanee River 

22 Ochlockonee - St. Morks Rivers 

23 Withlocoochee River 

24 Tampa Bay Area 

25 Peace River 

26 Kissimmee River 

27 Florido East Coastal Area 

28 Lower Florida Area 

29 Flint River 

30 Chattohoochee River 

31 Apalachicola River 

32 Choctawhatchee River 

33 Perdido - Escambia Rivers 

34 Tallapooso River 

35 Coosa Riyer 

36 Cahabo River 

37 Alaboma River 

38 Upper Tombigbee River 

39 Warrior River 

40 Lower Tombigbee River 

41 Mobile Boy Area 

42 Pascagoula River 

43 Pearl River 


TR - Tennessee River 

1 Clinch River 

2 Holston River 

3 French Broad River 

4 Little Tennessee River 

5 Hiwassee River 

6 Elk River 

7 Duck River 

^ Tennessee River - Main Stem 
Minor Tributaries 



APPENDIX B (corn’d.) 

OR - Ohio River 

1 Allegheny River 

2 Monongahela River 

3 Beaver River 

4 Muskingum River 

5 Little Kanawha River 

6 Hocking River 

7 Kanawha River 

8 Guyandot River 

9 Big Sandy River 

10 Scioto River 

1 1 Little Miami River 

12 Licking River 

13 Miami River 

14 Kentucky River 

15 Salt River 

1 6 Green River 

17 Wabash River 

18 Eost Fork White River 

19 West Fork White River 

20 Cumberland River 

21 Ohio Main Stem ond Minor Tributaries 

22 French Creek 

23 Clarion River 

LE - Lake Erie 

1 iMoumee River 

2 Sandusky River 

3 Cuyahoga River 

4 Loke Erie Shore Line and Minor Tribu- 
taries 

UM - Upper Mississippi 

1 Red River of the North 

2 Roiny River 

3 Upper Portion Upper Mississippi River 

4 Minnesota River 

5 St. Croix River 

6 Lower Portion Upper Mississippi River 

7 Wisconsin River 

8 Mississippi-WoDsipinicon and Tribo- 
tories 

9 Rock River 

10 Mississippi-lowa-Cedar Rivers 

11 Mississippi-Des Moines-Skunk Rivers 

12 Mississippi-Salt Rivers 

13 Chicago-Calumet Rivers 

14 Des Plaines River 
15. Kankakee River 


16 Fox River 

17 Illinois River 

18 Mississippi River-St. Louis Areo 

19 Meramec River 

20 Koskoskia River 

21 Big Muddy River 

22 Mississippi River ■ Cope Girardeau 
Area 

WL • Western Great Lakes 

23 Lake Superior 

24 Green Bay Western Shore 

25 Fox-Wolf River 

26 Lake Michigan Western Shore (Includes 
No. Suburbs of Chicago which drain to 
Lake) 

27 Lake Michigan-Loke Huron North Shore 

28 Lake Michigan Northeastern Shore 

29 Muskegon River 

30 Grand River 

31 Kalamazoo River 

32 St. Joseph River 

33 Lake Huron Western Shore 

34 Saginaw River 

35 St. Cloir-Detroit Rivers 

36 Lake Erie Western Shore 

MR - Missouri River 

1 Upper Missouri River (Main Stem and 
Tributaries to below mouth of Milk 
River) 

2 Yellowstone River 

3 Missouri-Souris Rivers (Main Stem and 
Minor Tributaries from mouth of Milk 
River to Spring Creek including Devils 
Lake and Souris River) 

4 Central Missouri River (Main Stem and 
Tributaries from obove mouth Spring 
Creek to Niobrara River) 

5 Niobrara River 

6 James River 

7 Big Sioux River 

8 Lower Platte River from origin ot 
North Platte, Nebr. to mouth) 

9 North Platte River 

10 South Platte River 

11 Konsas River 

12 Lower Missouri River (Main Stem and 
Minor Tributaries from Niobrara River 
to mouth) 

13 Grond-Chariton Rivers 

14 Osage-Gasconode Rivers 
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APPENDIX B (cont’d.) 

SM - Southwest-Lower Mississippi 

1 Upper Arkansas River above Kans.- 
Calo. State Line 

2 Arkansas River Kans.-Colo. State Line 
to Tulsa, Okla. 

3 Verdigris River 

4 Grand (Neosho) River 

5 White River 

6 Lower Mississippi River - Cairo, 111. 
to Helena, Ark. 

7 Cimarron River 

8 North Canadian River 

9 Arkonsas River • Tulsa, Okla. to Van 
Buren, Ark. 

10 Arkansas River Basin • Van Buren, 
Ark. to mouth 

11 Lower Mississippi - Yazoo Rivers 

12 South Canadian River - above Tex.- 
Okla. State Line 

13 South Conadion River - below Tex.- 
Okla. State Line 

14 Washita River 

15 Upper Red River -obove Denison, Tex. 

16 Lower Red River -below Denison, Tex. 

17 Ouachita River 

18 Lower Mississippi - Big Black Rivers 

19 Atchafalayo River 

20 Calcasieu River 

21 Lower Mississippi River - Natchez, 
Miss, to Gulf 

CR - Colorado River 

1 Lower Colorado River 

2 Middle Colorado River 

3 Upper Colorado River 

4 Gilo River 

5 Little Colorado River 

6 San Juan River 

7 Green River 

WG - Western Gulf 

1 Sabine River 

2 Neches River 

3 Trinity and San Jacinto Rivers 

4 Brozos River 

5 Colorado River (of Texas) 

6 Guadalupe, Lavaca, and Son Antonio 
Rivers 

7 Nueces River 

8 Pecos River 


9 Upper Rio Grande -above Pecos River 
10 Lower Rio Grande -below Pecos River 

PN - Pacific Northwest 

1 Kootenai River 

2 Clark Fork-Pend Oreille Rivers 

3 Spokane River 

4 Yakima River 

5 Columbia River - above Yokima River 

6 Upper Snake River 

7 Central Snake River 

8 Middle and Lower Snake Rivers 

9 Willamette River 

10 Columbia River - below Yakima River 

11 Puget Sound 

12 Washington Coast 

13 Oregon Coast 

14 Southern Oregon Lakes 

CL - California 

1 Klamath River 

2 North Coostal 

3 San Francisco Bay Region 

4 Central Coastol 

5 Santo Clara River 

6 Los Angeles River 

7 Santa Ana River 

8 San Diego Region 

9 Sacramento River 

10 San Joaquin River 

11 Kings and Kern Rivers and Tulare 
Lake 

GB - Great Basin 

1 Northwestern Lahontan 

2 Humboldt River 

3 Central Nevada 

4 Owens River 

5 Mojave Desert 

6 Colorado River - Region of Colifornia 

7 Great Salt Lake 

8 Sevier River 

AL - Alasko 

1 Southeastern Alasko 

2 North Pacific Ocean 

3 Bering Sea 

4 Kuskokwim River 

5 Yukon River 

6 Arctic Ocean 

7 Noatak-Koabuk Rivers 
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APPENDIX B (cont’d.) 
HA • Hawaii 

1 Howaii Island 

2 Kauai Island 

3 Maui Island 

4 Oahu Island 


APPENDIX C 

The watercourse mileoge system is 
illustrated with reference to the occompa- 
nying diagram of the (hypothetical) Nuavo 
River minor basin. 

Shown are the main stem of the minor- 
basin, together with those tributaries on 
which sources of pollution are located. 
Tributories entering the moin stem are 
located by mileages above the mouth of 
the moin stem. Sub-tributaries are located 
by mileages above the mouth of the tribu- 
tory into which they discharge, tertiary 
tributaries by mileages above the mouth 
of the sub-tributary into which they dis- 
charge, and so on for fourth, fifth, etc., 
tributaries. 


The watercourse mileage coding for 
eoch source of pollution on this river sys- 
tem is shown in the following table: 


Source of Pollution 

A 

B 

C 

D 

E 

F 

G 

H 

I 

J 

K 

L 

M 

N 

P 

Q 


Watercourse Mileage 

N5 

N13-6 
NlO-10 
N 10-1 8-9 
N18 
N22 

N26-1 7-6-5 
N35 

NR44-23 

NR44-28 

NR44-L25-6 

NR44^R25-6 

NL44-6 

N52 

N59-5 

N67 


In each code symbol a letter - “N" in 
this case - appeors first to denote the 
main stem concerned. The letter symbol 
IS followed by numbers which locate by 



river mileage the particular source of pol- 
lution. 

The coding for three sources of pollu- 
tion from the table is discussed more 
folly below: 

J) Source D Code; N JO- 18-9 

This source of pollution is located on o 
second tributary, which enters the first tribu- 
tary 78 miles above its mouth. The first tribu- 
tary, in turn, enters the main stem JO rpiles 
above its mouth. The coding for "D" is then 
made up as follows: 

NIO Indicates a point 10 miles obove 
the mouth of the main stem 

-18 A point 18 miles above the mouth 
of the first tributary 

-9 A point 9 miles above the mouth of 
the second tributary 
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APPENDIX C (cont’d.) 

2) Source J Code; NR44-28 

Located on a first tributary which enters the 
main stem 44 miles above its mouth. The cod- 
ing for “J” is made up as follows: 

NR44 A point 44 miles obove the mouth 
of the main stem, on the right bonk. 

-28 A point 28 miles above the mouth 
of the first tributary 

Note that in the coding for source "J” 
above, an additional letter • on “R” - op- 
pears after the “N” designating the main 
stem in the first part of the code. This 
“R” signifies that the tributary carrying 
pollution from source “J” enters the main 
stem on the right side, looking upstream. 
The second letter serves to differentiate 
this tributary from that entering directly 
opposite, on the left side of the main stem 
(see code for source “M”). The designa- 
tions "R” and “L” are necessary only in 
situations of this type. The same principle 
may also be applied to similar conditions 
on tributaries, always looking upstream 
to define the right and left ^nks. This 
is shown in the next example. 

3| Source L Code: NR44-R25-6 
Located on a second tributary which enters 
the first tributary 25 miles above its mouth. 
The coding for source "L” is made up as 
follows: 

NR44 A point 44 miles above themouth 
of the main stem, on the right bank. 

-R25 A point 25 miles above the 
mouth of the first tributary, on the right 
bank. 

•6 A point 6 miles above the mouth 
of the second tributary. 


In this case the “R” designation is 
necessary in the mileage coding of the 
first tributary since ot this point onother 
second tributary enters on the opposite 
(left) bank. Note that the coding for source 
“K" (NR44-L25-6) differs from that for 
source "L” only by the foct that it is 
located on a tributary entering on the left 
bank - looking upstream - of the first tribu- 
tary. 

In those cases where two or more moin 
stems are located in one minor-basin, 
differentiation is made by the first letter 
of the code, i.e., the "N” in this case 
would distinguish sources of pollution on 
the Nuavo River from those on, say, the 
Cling River, if the latter was also in this 
minor-basin. 

It may happen thot two rivers having 
the same initial letter lie in the same 
minor-bosin. In this case, a second letter 
will be used for distinction. Thus if, in 
addition to the Nuavo, the North River 
was also a main stem in this minor-basin, 
the Nuavo could be coded as given i.e., 
“N” while the North could be coded as 
"NO”. 

Major points to be reiterated are; 

1) All mileoges in the code are river 
mileages. 

2) The zero point for mileages on the 
main stem is at the mouth of the main 
stem. The zero point for mileages on a 
tributary is ot the niouth of the tributary. 

3) For uniformity, right and left banks of 
the main stem and tributaries are located 
by looking upstream on the moin stem or 
tributary concerned. 


10 



The data for this State have been collected 
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I STATE 


1 ICWA 

p,-.— — — — 

s ^ Filf ■ 

i« ^ 

Esumaicd lu S Average 

P Poppl-^'"" 9 “■ OiiUFlo-^- 

Population I »; 5 > „ MGD 


Served .,2 S 5 Q 

5 ? o P E 
< c s flOOO's) 


1 1962 Ipaoej^ 

TREATMENT FACILITIES 


TREATMENT 


ICKLEV 

Hardin 

1,731 

1,650 

f 

D.200E 

0.200 

1.680 

ScCmFirCmDopBo 

ADEL 

Dallas 

2,060 

1,500 

SC 

X 


Nona 

AFTOH 

Union 

773 

600 

s 

0,030E 

O.lOO 

1.254 

Lo 

AKRON 

Plymouth 

1,351 

1,100 


! 

- 

None 

ALBERT CITY 

Buena Vlata 

722 

700 

s 

0.042E 

0.077 

1.420 

CiPtrCpBo 


ALBIA 

Hort.h Plont 
ALBIA 

Southeast Plant 
ALBIA 

Saiithir<*flt Plant 
ALBION 

ALD&N 

ALQONA 

ALLERTON 


Uonroe 

Uonroe 

Uonroo 

Marshall 

Hardin 

Kossuth 

Wayno 


2,000 S X 


QhCiPBBo 


1,000 S 0,045 X ShClPtnCpBo 

2.000 « 

BhO S X X ChClFtrCpBo 


500 S X 0,060 Lo 

0.600 - 

660 S X 0.060 ClFtnBo 

0.900 .. 

5,200 S 0.400 0.655 SgOmKmCraFtrCmDfh 

8.900 - 

600 S 0,045 0.075 .ScCiFoCiPtrClBo 

- ~ X - 


ALLISON 

Butler 

952 

050 S 

b.070E 

0.06E 

X 

I ShClPtrCpBo 

ALTA 

Buena Vista 

l,3V3 

1,325 S 

0.093E 

0.117 

1.900 

ShCmFtrCoDfhrBo 

ALTA VISTA 

Chlokasav 

276 

250 8 

X 

0,04C 

0.40C 

> ShClPtnCpBo 

1 , 

ALTON 

Sioux 

i,04d 

1,000 S 

0.067 

0.12( 

l.20( 

) Lo 

1 - 

ALTOONA 

Polk 

1,458 

1,400. S 

0,155 

0.12c 

1.20C 

\ ShClPtrCpBo 
\ • 

AM ANA S. D. 

Iowa 

- 

100 3 

. X 

O.OIC 

O.IOC 

) Lo 
) - 

AMES 

Story 

27,003 

26,000 8 

2.000 

2.201 

27.001 

) Sc{Ka0h)CmFtrCraEc5DefhrBo 
) - 

ANAMOSA 

Jones 

4,bl6 

4,300 S 

0.500 

0.66< 

7.65< 

? ScOh(KinCin}FtrCmDfhrDo 

3 - 

ANITA 

Casa 

i,233 

eoo s 

X 

- 

Nona 

ANKENY 

Polk 

2,964 

2,700 3 

X 

0.28: 

4.20c 

> SoCmFtrCmDfhBo 

) - 

ANTflON 

Voodbury 

601 

650 S 

0.035 

0.03( 

O.60( 

) GhCaFsBo 
) - 

APLINGTON 

Butler 

840 

750 S 

X 

0.07i 

0.50( 

1 ClFtnBo 
) - 

ARLINGTON 

Fayette 

614 

600 S 

0.050 

0.051 

l.04( 

L ShCpFthCpDopBo 
) - 

ARMSTRONG 

Emmet 

958 

700 S 

X 

- 

None 

ARNOLDS PARK 

Dickinson 

953 

(950) S 

X 

- 

See lotra Great Lakes S. D 

ARTHUR 

Ida 

265 

235 S 

0.013B 

0.011 

X 

7 CsPs 

ASHTON 

Osceola 

613 

550 S 

0.020 

- 

None 

ATKINS 

Denton 

527 

500 S 

X 

0.08 

0.67' 

5 BhClFthrCpBo 

5 - 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY. SEWER 
OR ^ 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

ATLANTIC 

Case 

6,B90 

AUDUBON 

Audubon 

2,928 

AURELIA 

Cherokee 

904 

AVOCA 

Pottawattamie 

1,540 

BADQER 

Webster 

340 

BAGLEV 

Outhrle 

406 

BANCROFT 

Kossuth 

1,000 

BATTLE CREEK 

Ida 

786 

BAXTER 

Jaeper 

661 

BEDFORD ♦ 

Taylor 

1,807 

BELLE PLAINS 

Benton 

2,923 

BELLEVUE 

Jeokson 

2,181 

BELVOND 

Wright 

2,506 

BETTENDORF 

Scott 

11,534 

BIRiilNGHAII 

Van Buren 

441 

BLAIRSTOWN 

Benton 

5B3 

BLOONFIELD 

Davla 

2,771 

BODE 

Humboldt 

430 

BONAPARTE 

Van Buren 

574 

BON DURANT 

Polk 

389 

BOONE 

Boone 

12,466 

BOYDEN 

Sioux 

562 

BRANDON 

Buchanan 

322 

BREDA 

Carroll 

543 

BRIGHTOH 

Washington 

724 

BRITT 

Hanooek 

2,042 

BROOKLYN 

Poweshiek 

1,415 

BUFFALO 

Soott 

1,068 

* BURLINGTON 

Dse Moinaa 

32,430 

BURT 

Kossuth 

620 


STATE 1 

YEAR 


IGWA 1 

w6a 

PAGE 


Gstifnate<i 

Population 

Served 


Dcs*d 

^ __For ' 

w 2 Average 

O ^ OailyPlow 

> ? O P.E. 

< o (looo'j) 


TREATMENT 


X 0.470 ShKmxCmCFtrCra3** 
9.600 CFtrCmDDofrhQo 
0.190 0.225 SoCmFtrCinDfrhBo 
3.000 - 

O.lOO 0.127 ShCiFtrCpBo 

0,900 » 


300 S 0.020E 0.045 Lo 
0.450 - 


900 3 O.OOBB X CiFoBo 

•* -* X w 

550 3 0.050 - None 

600 S 0.050 0.072 lo 

0.720 , 

,750 S 0,350B 0.400 ShCmFtohrCinFthCai 
- “ 4*130 Dfrptbo 

i,250 3 X 0.342 ScOhCoFtrCpDfhrBoHo 
4.245 .. 


0,150 0.470 ShCoDopFtrCp 

• ^ 2.600 , 


See Davenport 


X 

0.027 

0.900 

0.02B 

0.027 

0.370 

0.324 

0.245 

4.690 

0.035 

0.035 

0,400 

X 

- 

- 


).030E 

0.050 

0.406 

2.100 

l,600 

15.000 


0.030B X ClFsBo 

*■ X - 

0.030 X ClFflBo 

- X - 

0.060 0.025 ShClFaBo 

0.500 • * 

0.040B X QhCiPaBo 

- X - 

X 0,100 SoCoFtrCmDohiarBe 

2,000 - 

X 0.133 CaFtrCpDopHoBo 
1.560 - 

3.070E O.lOO ClBo 
l.OOO - 

6, BOO 8,500 ScOahCoB DfhVvZllXdp 

I ™ 42.000 

X ^0.027 CaFaBo 
0.450 - 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


LINE 

NO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

rniSTff 

B 

WATER- 

COURSE 

MILEAGE 

Ml 

Min 

' Sub 



m 

lEziz: 

HHnaB 

1 

ATLANTIC 

Ml 

-• 

U560,8-12- 



IS 

- 

99,4 

2 

AUDUQOM 

MF 

• 

1560.3-12- 



IS 

- 

115-10 

3 

AURELIA 

MI 


M693.5-13- 



IS 

- 

77 

4 

AVOCA 

MF 


H560.8-12- 



IS 

- 

83-4 . 

i 

BADGER 

Ul 

.. 

U1,325-230E 



11 


- 

6 

BAOLET 

UU 

- 

11,325-1608 



11 

- 

-206 

7 

BANCROFT 

UK 


Ul, 325-3006 



11 

- 

- 

8 

DATTLe CREEK 

UR 


1693.5-13- 



12 

- 

35 

9 

BAXTER 

UU 

- 

11,360-U5E 



U 

- 

-lOE 

10 

BEDFORD 

UR 


U402.5-79- 



12 

- 

82-U 

11 

BELLE PLAIN6 

UU 

- 

«1,399-120E 



10 

- 

-56 

12 

BBLLBVUG 

UU 


111,540 



8 

- 

- 

13 

BGLMOND 

UU 

.. 

U1,399-185E 



10 

- 

* 

U 

BEHTENDORP 

UK 


U1,449B 



8 

- 

- 

15 

BtRHINOIlAX 

UU 


Ml, 325-656 



U 

- 

- 

16 

BLAIRSTOWN 

UU 

- 

11,399-33- 



10 

- 

65E-30E 

17 

BLOOMFIELD 

UU 

* 

Ml, 317.6 



U 

- 

-706 

18 

BODE 

UU 

* 

Ml,325-170E 



ll 


-x-x 

19 

BONAPARTE 

UU 

* 

Ml, 325-356 



11 

- 


20 

BONDURANT 

UU 


M1,325-160E 




- 

- 

21 

BOONE 

UU 


Ml, 325- 1956 



11 


-x-x 

22 

OOYOEN 

UR 

.. 

M750.3-23- 



12 


38 

23 

BRANDON 

UU 

- 

Ml, 399-35 



10 

- 

-llOE-X-x 

24 

BR6DA 

UU 


X 



li 



25 

BRIGHTON 

UU 


Ml, 360-756 



11 

*- 

-x-x 

26 

BRITT 

UU 


Ml, 399-2606 ' 



10 

- 

-X-X 1 

27 

BROOKLYN 

UU 


MI,399-95E i 



10 


-206 

28 

BUFFALO 

UU 


Ml, 437 



a 

- 


29 

* BURLINGTON 

UU 


MI, 367 , 1 



11 

... 


30 

BURT 

UU 

- 

M1,325-1B5E 



11 


- 


STATE 

1 YEAR 



IOWA 

1968 

PAGE 

a of i6 


DISCHARGE 

TO 


12 


P,E, (ROD) 


UN. 
TREATED 
WASTE 


DIS. 
CHARGED 
WASTE 


15 


U 


REMARKS 


(Cast Nlshnabotna River 

Blue Grass Creek to 
East Ntshnabontna River 
Creek to Uapie River 

Bast Branch of West 
IHshnabotna River 
Badser Creek to 
flea Moines River 

Uo3q\tlto Creek to 
Middle Racooon River 

Mud Creek to 
flea Moines River 

Maple River 

Prairie Creak to 
Skunk River 

East Fork of 
102 River 
Salt Creek to 
Iowa River 

Mlaslssippl River 
Iowa River 


flea Moines River 

Prairie Creek to 
Cedar River 

Creek to Fox River 

Trulner Creek to 
Lotts Creek 

Lies Moines River 


6,200 

600 

2,200 

200 

900 

90, 

2,70o| 

2,700 

300 

300 

250E 

200B 

900 

500B 

550 

550 

600G 

60E 

4,000 

400 

2,250 

400 

I, 9006 
K900e 

1.900 

200Q 


300 

40 

500B 

400G 

3,OOOG 

3ooe 

700 

350E 

1 , lOOG 
I » lOOfi 
350 
• 30 

12,000 

1*200 

l,725fi 

i,5ooa 

250G 

1006 

5006 

1008 

6506 

1506 

2,3006 

2506 

1,9006 

6006 

900 

600 

35.0006 

20 .0006 

5006 

1506 


^May be operated either In paralleT 
or in series. 
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Dcs’d 

CO MM UNITY. SEWER 
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Estimated 

Population 

Served 




or" 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

1960 

Population 

s§ 

u § D 

Average 

DailyPInw 

MOD 










><9 

PE. 






< 0 s 

<IOOO'sl 



3 

4 

ID 


7 

SUBSET 

Rarion 

557 

450 

3 

X 

- 

CALMAR 

VLnneshlek 

954 

350 

3 

0*018E 

0*208 

Southeast Plant 


- 

- 

p. 


2*190 

CALUAR 

Winneshiek 


535 

3 

0.027E 

X 

Southwest Plant 


- 

.. 


- 

X 

CAVANCHE 

Clinton 

2 , 22 $ 

2,200 

S 

X 

- 

CARLISLE 

Warren 

1,317 

1,100 

3 

X 

0*048 




- 


- 

0.800 

CARROLL 

Carroll 

7,faB2 

7,200 

3 

0*500E 

0,726 



- 

• 

- 

- 

9*322 

CARSON 

Pottavaitanie 

583 

400 

S 

X 

- 

CARTER UKE 

PottawaUanlfl 

2,287 

2,000 

s 

X 

- 

CASCADE 

Dubugua 

1,601 

1,500 

s 

X 

0,140 



- 

*- 

- 

- 

3*400 

CEDAR FALLS 

Black Hawk 

21,195 

500 

s 

0*010 

0*080 

Cedar Heights Plant 






0*900 

CEDAR FALLS 

Black Hawk 


20,000 

5 

2*500 

2*000 

Main Plant 


- 

- 



20.000 

* CEDAR RAPIDS 

Linn 

y8,035 

90,000 

3 

13*030 

16.100 



- 

- 

- 

- 

395*20 

CENTERVILLE 

Appanoose 

6,629 

4,500 

3 

0.300B 

X 

Northeast Plant 


.. 




X 

CENTERVILLE 

Appanoose 


2,000 

3 

X 

0*269 

West Plant 


- 


. 


3*500 

CENTRAL CITT 

Linn 

1,087 

950 

3 

X 

0.187 



- 

- 


- 

1*980 

CHARITON 

Luoas 

5,042 

4,800 

S 

0*350 

0.675 



- 

- 


- 

6.420 

CHARLES CITY 

Floyd 

9*964 

8,250 

cs 

1*600 

X 

CHARTER OAK 

Crawford 

665 

550 

s 

0.026E 

X 

X 

CHEROKEE 

Cherokee 

7,724 

7,700 

3 

l*OOOE 

X 

0,525 



.. 

- 



7*200 

CHURDAN 

Qreeno 

586 

480 

3 

X 

X 



• 

- 

- 


X 

CLARENCE 

Cedar 

859 

950 

X 

X 

0«L2U 




- 

- 

- 

1*200 

CURXHDA 

Page 

5,901 

6,550 

8 

X 

0.623 



- 

- 

- 

- 

9.100 

CLARION 

Wright 

3,232 

2,930 j 

S 

X 

0.145 






. 

! 3.000 

CURKSVILLE 

Butler 

1,328 

1,300 

8 

0.060 

X 

* CLEAR LAKE S* D* 

Cerro Gordo 

. 

12,000 

8 

X 

X 

1.630 

aiKTIW 


" 

- 



16*000 

Clinton 

33,589 

30,000 

SC 

X 


COCQCN 

Linn 

^ 672 

620 

3 

0*104 

0*144 

COLFAX 

Jasper 

2,331 

2,100 1 

S 

X 

9.900 

0*243 

COLUNBUS JUNCTION 


" 

- 

- 

_ 

3*600 

Louisa 

1,016 

600 1 

i 

X 


CONRAD 

Grundy 

799 

700 : 

i 

z 

0*117 



* 


- 

- 

1*650 



YEAR 



196s 
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TREATMENT FACILITIES 


TREATMENT 


LINE 

NO. 


8 


Nona 

ShQhCroFtrCpDfhBo 

SnCePfiBo 

Noqb 

ClFtrCpBo 

SohKmCtnFthCicFsDoblloBo 

None 

None 

ShClFtrCoDo 

S ClPtrCpBo 

ScOhmCmFtrOfhrHoDo 

SfflOmOaCraFoCoFtrCia 
T DefhLa 

S OhClFtnFaBo 

S GhClFtnBo 

ShClFthrCpBo 

ShGhCnFtrCmDfpXp 

ShOhCiFtnfio 

C 9 P 0 BO 

SoCnF* CoDfrbDo 
CsFeBo 
C FtC 

SoCoFtrCwDfhrBo 

ShCnFtrCpDohrfio 

QhCeBo 

SgOfflCmFtrCnOfhptBo 

None 

ShCmFtrhCaFtrbCnOfhpotBo 

BhClFtrCpBo 

None- 

SoQhCsFthrCpBo 


16 
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13 
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17 

la 
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YEAR 


LINE 

NO, 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGE 

BASIN 

WATltR. 

COURSn 

MILI-AGE 

DISCHARGE 

TO 

Maj 

Min 

i^n 


9 

IE 

hed 


12 

1 

BUSS BY 

m 


Ul,325-110E 

Cedar Creek 



11 

- 

-156 


2 

CALMAR 

Ul 


Ul,572-x-x 

Creek to 


Southeast Plant 

8 

- 

“ 

Turkey River 

3 

CALMR 

m 


Ul,572-65E 

Creek to 


Southwest; Plant 

8 

“ 

- 

Turkey River 

4 

CAilAMCHE 

IH 

- 

UI,496 

Uisslsdippl River 



8 

- 

- 


5 

CflflLTSte 

Ul 

- 

M1,325-165S 

North River to 



11 

- 

-x-x 

Dea Moines River 

6 

CARROLL 

uy 


M1,325-165E 

Creek to Middle Fork 



11 

- 

-85E 

Raccoon River 

7 

CARSON 

Ml 

-* 

U560.0-12- 

Meat Nishnabotna River 



u 


64 


S 

CARTER UKE 

UR 

- 

U633 

Ulasouri River 



12 

- 

- 


9 

CASCADE 

m 

- 

Ul,5l2.6 

North Branch of 



a 

- 

-256-456 

Maquoketa River 

10 

CEDAR PALLS 

uu 

- 

Ml, 399-35 

Cedar River 


Cedar Uelsthts Plant 

10 

- 

-1506 


n 

CEDAR FALLS 

UM 


Ml, 399-35 

Cedar River 


Main Plant 

10 

- 

-150B 


12 

* CEDAR RAPiDS 

UM 

- 

HI. 399-35 

Cedar River 



10 

- 

-75E 


13 

CENTERVILLE 

m 


C195*8 

Dry Creek to 


Northeast Plant 

13 

- 

- 

Chariton River 

14 

CENTERVILLE 

UR 

- 

C195.B 

Hanson UrancK to 


West Plant 

13 

- 


Charlton Rlvar 

13 

CENTRAL CITY 

UU 

- 

Ml, 470. 8 

Wapalplnloon River 



6 

“ 

-80C 


16 

CHARITON 

UR 


C249.4 

Charlton River 



13 

- 

- 


17 

CHARLES CITY 

UN 

- 

HI, 399-35 

Cedar River 



10 

- 

-1756 


IB 

CHARTER OAK 

UR 

- 

M687.7-4U 

Bast Pork of 



12 

- 

8 

Soldier River 

19 

CHEROKEE 

HR 

- 

U693-5-144 

Little Sioux River 



12 

- 

- 


20 

CIlURDAtf 

UU 

- 

Ml, 325-165 

Hardin Creek to 



n 

“ 

-x-x 

Raccoon River 

21 

CLARENCE 

Ul 


X 

UiU Creek 



8 

I - 

- 


22 

CLARINDA 

UR 


U480.9- 

Nodaway River 



12 

- 

102.3 


23 

CLARION 

UN 

- 

H1,325-225E 

White Fox Creek 



n 

- 

-X-K 

to Roone River 

24 

CLARKSVILLE 

uu 


Ml, 399-33- 

ShelLrook River 



10 

- 

356 


25 

* CLEAR LAKE S, D, 

uu 

- 

Ml, 399-35 

Beaver Dan Creek to 



10 

- 

-pX-X 

Cedar River 

26 

CLINTON 

uu 

- 

Ml, SOI 

Uisslssippi River 



8 

- 

- 


27 

coaooN 

uu 

- 

Ml, 470. 6 

Buffalo Creek 



8 

- 

-65E-30B 


28 

COLFAX 

uu 

.. 

Ml, 360- 1406 

Skunk River 



11 

" 

- 


29 

COLUMBUS JUNCTION 

Ul 


Ul, 399-406 

Short Creek to 



1C 

- 

- 

Towa River 

30 

CONRAD 

uu 

- 

Ml, 399-35- 

Wolf Creek 



10 

- 

1 10E-50E 



mL. 


P.H. fflOD) 


UN- 

TREATED 

WASTE 


DIS- 
CHARGED 
WASTE 


\S 


450E 

450E 

l,OOOE 

lOOE 

535E 

lOOB 


2,200E3 

2,200E: 

I,200E 
600 E 


7,200B 

l.OOOB 


400 

400 


2,OOOE 

2,OOOE 

i,eooE 

700E 


l.OOOE 

lOOB 

24,000E 

5,000B 


350,OOOE 
30 *0008 
3 , 0001 :: 
1 ,0008 

2,0008 

500E 

9508 

1008 


X 

X 


15,000 

5.n00B 

550 

100 

9,2008 

I.IOOB 

480 

50B 

V50 

140 

7,100 

8006 

2,9306 

750E 

1,2006 

9006 


1062 


3 , Q f .JL^. 


REMARKS 


14 


0 

L 


7 

P 

0 

7 

7 

I 

7 

a 

z 


7 

7 

Z 

4 


^C^noeritrio. Can be used as Ftr or Fth 


7 

7 

4 


X 7 

X 


X 0 

X 

9,0006 7 
9006 - 


2,1006 

2006 


7 


7006 

7006 


0 


1,2006 7 
3006 ^ 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 







■■ 


TREATMENT FACILITIES 


COMMUNITY, SEWER 











Estimated 

Population 

^fved 






OR ' 

ANITARY DISTRICT 

COUNTY 

1960 

Population 

> 

uj 2 

c 

Average 

OailyFlow 

MGD 

TREATMENT 

LINE 

NO. 






>32 

P.E. 







■'W) 

< 0 s 

(lOOO’s) 





3 

4 

5 

6 

7 

6 


m RAPIDS 

Carroll 

l,SbO 

1,400 

5 

X 

0.055 

KaxCroFtrCfflDfhrBo 

1 



- 

- 

- 

- 

6.000 

.. 


)RALVaLE 

Johnson 

2,J57 

(2,200) 

l 

-* 

- 

Sae Iowa City 

2 

miHQ 

Adaoa 

2,041 

1.800 

i 

z 

X 

ShCmFtrCpDchrBo 

> 



* 

“ 

** 


2.200 



DRRECTIOXVILtE 

Toodbury 

912 

900 

8 

0«060E 

X 

Cl Bo 

4 



- 

- 

- 

- 

X 



ORfflTH 

Hanooak 

46B 

400 

8 

z 

X 

CiPsBo 

5 



- 

- 

- 

- 

X 



ORTTDOS 

fayna 

i,bB7 

60 

a 

X 


Nona 

6 

ast OutfAll 


* 


» 

« 



ortdoh 

Vayne 

. . 

920 

s 

X 

X 

Cs 

7 

orth Plant 


* 

- 



X 


:ORrDON 

Wayne 


500 

s 

X 

X 

Ca 

B 

■outh Plant 


* 




X 


ORYDON 

Wayne 


50 

s 

X 

X 

Cs 

0 

aat Plant 




- 


X 


lOURCIL BLUFFS 

PottavaitaQia 

>5,641 

54,000 

cs 

X 

- 

Nona 

10 

:RESC0 

Howard 

3,809 

5,500 

3 

X 

X 

SchQ&KoCaPtrCiDOIhrotBo 

n 



“ 

" 


• 

4 . 500 



IRi:STOX 

Union 

7,667 

7,500 

3 

0«612 

X 

8hCnFtrCBaDcarhBo 

12 



* 

* 

• 

"" 

X 

- 


IU3HINO 

Woodbury 

261 

220 

3 

0.020 

X 

CsFsBo 

13 



- 

- 

- 


X 



JAKOTA cm 

Huobeldt 

706 

630 

S 

z 

0.100 

ShCiFtrCpBo 

14 





“ 

• 

1,000 

.. 


DAIXAS CfmtR 

Dallas 

1,083 

900 

s 

X 

0.045 

0.900 

8hClFtrCpBo 

15 

DAfIBURT 

Woodbury 

510 

500 

3 

X 

• 

None 

16 

DANVILLE 

Dae Moinea 

579 

500 

S 

0.055E 

0,060 

1.200 

ShClPtrCpFsEcgBo 

17 

* DAVENPORT 

Soott 

86,981 

80,000 

c 

12.00E 

16,000 

ScOmCcuDfhosLs 

18 




- 

- 

- 

109.00 



DATTON 

fabaier 

820 

750 

8 

X 

O.lOO 

ShClFtrCpBo 

19 



“ 


- 

- 

0.970 



DECORAR 

tlnnashiak 

6,435 

6,000 

3 

0«S16& 

0.242 

SoOhCffiFtrCpDoarhBo 

20 




*• 

- 

- 

5.500 

« 1 


DENISON 

Cravlord 

4,930 

o 

o 

8 

X 

- 

Nona 

21 

DENVER 

Braaar 

631 

600 

8 

X 

X 

Cs 

22 

* DES NOINES 

Polk 

208,982 

208,000 

SC 

16.450 

X 

30.000 

SnOnOaKaCaFtrCtn 

23 




“ 

- 

- 

220.00 

DfrhsLaBo 


0E8 MOINES 
michlMd HlUa 

Polk 

2,600 

z 

3 

z 

0,180 

2.600 

ShCpFtrCpDgpBo 

24 

DE im 

Cllnioo 

3,224 

3,000 

3 

X 

0,143 

SDCfflFthCDFaOfrhBo 

23 



- 


- 

- 

3,700 



DEXTER 

DalUi 

670 

400 

8 

X 

X 

X 

ShCsFsBoLa 

26 

DIKE 

Oruody 

630 

600 

S 

X 

0.080 

(CpDop)FtrCpBo 

27 




“ 

- 


0.800 



DONNCLISOII 

Lae 

709 

600 

s 

0.025E 

0.072 

BhOhClFtrCpBo 

2S 

DOOR 



- 


- 

0.770 



Lyon 

436 

400 

s 


X 

CiBo 

29 

Dot CITY 

Crawford 

531 

400 

8 

X 

X 

Nona 

30 



^ 1 


• 

" 

" 

- 



STATE 



IOWA 

■■■ 

PAGE 4 of 16 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



1 STATE 

ICVA 

YBAR 

196 a 

PAOn l». of 16 

LINE 

NO, 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGE 

BASIN 

WATER- 

COURSR 

MILEAGE 

DISCHARGE 

TO 

P.E, fBOD) 

1 

REMARKS 

UN. 

TREATED 

WASTE 

c £ 
•cE 

Ml] 

Min 

Sub 

DIS- 

CHARGED 

WASTE 

"o-c 


9 

m 

m 

immmm 

12 

13 

Id 

15 

1 . 

COQ^I rapids 

Ul 

1 

Ul,325-U5£ 

» Hiddle Fork of 

X 

7 




11 

■ - 

" 

RAoooon River 

250E 



2 

CORALVILLB 

m 

I -- 


I ova River 

_ 





K 

-* 

- 





3 

CORMFCia 

m 

- 

U4QO*9“92- 

East Nordtay River 

1,000 

7 




1 ! 

- 

44 


300E 



4 

CORRECTIONVILLB 

un 

- 

H693, 3-106 

Little Sioux River 

l.OOOE 

2 




IS 

“ 

- 


700B 

_ 


5 

CORWITH 

Uli 

- 

Hl,325-185E 

Boone River 

X 

U 




11 


-X-)t 


120 G 

5 


6 

CORY DON 

UF 

- 

0223-15-10 

Branch of South 

60 E 

0 



Eaat Outfall 

12 

- 

- 

Charlton River 

60E 



7 

CORYDOM 

HR 

- 

0223-15-10 

Branch of South 

920E 

4 



Worth Plant 

13 

- 

*■ 

Charlton River 

COOE 



8 

CORY DON 

MB 


C223-15-10 

Branch of South 

500E 

4 



South Plant 

13 

- 


Charlton River 

400E 



9 

CORYDON 

HR 

- 

C223-15-10 

Branch of South 

50E 

4 



teat Plant 

13 

- 

- 

Charlton River 

50E 



10 

COUMCFL BLUFFS 

HR 


U632 

Hleaourl River 

60,.000S 

0 




12 

“ 

" 


60.000B 



11 

CRBSCO 

UU 

- 

Hl,399-Z25E 

Creek to Upper 

4.000B 

7 




6 

- 


Iowa River 

400E 




CRBSTON 

HR 


U402.5- 

Creek to Weat 

7,500B 

7 




U 

- 

243.6 

Platte River 

l.OOOE 



13 

cusHiwa 

HR 

- 

11693.5- 

Bacon Creek 

220 B 

7 




12 

- 

103-6 


50B 



M 

DAKOTA CITY 

UH 

- 

«l,385-250E 

East Fork 

630E 

7 




11 

- 


Pea Moines River 

60E 



13 

DALLAS CENTGR 

UH 

- , 

21,325-1608 

Walnut Creek to 

900B 

5 




11 


-x-x 

Raccoon River 

lOOE 



16 

DANBURY 

HR 

- 

2R603.5-Z0B 

Uaple River 

500 

0 




12 

- 

-30E 


500 



17 

DANVILLE 

Ulf 

- 

x-x 

Long Creek 

600B 

7 




11 

- 

- 


60B 



18 

t DAVEWPORT 

UH 

; “ 

Ul,465 

Hlsslaalppl River 

9O,0OOB 

7 




8 

■" 

1 


60. no OS 



19 

DAYTON 

UU 

- 

H1»323-21QE 

Sklllefet Creek to 

750S 

T 




11 

- 

- 

Pes Hotnea River 

lOOB 



20 

DECORAH 

UU 

- 

HI, 627,6 

Upper Iowa River 

6.500B; 

1 




6 

- 

-45E 


1.500B 



21 

DENISON 

HR 

- 

UR631.0-65E 

Boyer River 

4.500E 

0 




12 

- 

- 


4.500E 



22 

DENVER 

UH 

- 

141.399-33- 

Creek to 

eooB 

4 




10 

- 

145E-X-X 

Cedar River 

400B 



23 

t DE3 MOINES 

UU 

- 

,Hl,3Z5-168E 

Dea Uoines River 

450,000 

1. 




11 


- 


112.000 



2^ 

DES MOINES 

UU 

- 

Nl,325-163E 

Tributary of 

X 

7 



.Highland HtUa 

11 

- 

-x-x 

Middle River 

X 



25 

DE wrrp 

UH 

- 

Uit470,8 

Silver Creek to 

3,6ooE 

7 




6 

- 

-20E 

Wa na1 ntnloon River 

50OE 



26 

DEXTER 

UH 

- 

H1.323-143E 

Jin Creek to 

X 

5 




11 

- 

-35E-X-X 

North River 

SOOB 



27 

DIKE 

Uk 

- 

Ml. 399-35 

North Blaokhawk Creek 

600E: 

7 




10 

- 

-145E-X-X 


LOB 



28 

DONNELLSON 

UU 

- 

DU6-22-3 

Dry Creek to 

LOOB 

7 




u 


~ 

Snear Creek 

605 



29 

DOOM 

UR 

- 

6584,7-30,3 

Little RooJc River 

400 

2 




7 

** 

"• 


300 

_ 


30 

DOt CITY 

UR 

- 

M651-68 

Boyer River 

400 

0 




12 

— 



400 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATE 

XeVA 


PAGE 5 Of l6 

COMMUNITY^SEWEK 

OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

Estimated 
Population 
Served , 

s 

1;; 

c6 

mUJ 

5:^ 

AVERAGE 

DAILY FLOW 
MGD 

t>ej*d 

For 

TREATMENT FACILITIES 

LIN 

NO 

TREATMENT 

Average 
Daily Flow 
MGD 

P.E. 

(tooo’s) 



3 

4 

5 

6 

7 

6 


D013 

Wright 

882 

800 

S 

0*100 

0.128 

8ia(ClDp)PtrBo 






- 

- 

- 


1,300 

.. 



DUBUQUE 

Dubuque 

5b » bob 

56,000 

s 

z 


13.000 

SchGfliCmHoVvZllXp 




- 

** 

- 

- 


400,80 




DUXO^T 

Butler 

719 

600 

3 

X 


X 

ClFtnBo 





- 

- 

- 

m 


X 




DUNKERTON 

Bl&Gk Katk 

507 

400 

X 

X 


- 

None 



DtHLAP 

Karrisoa 

1»254 

1,200 

S 

X 


- 

Nona 



Dl»WT 

Cedar 

l»2bb 

1,200 

s 

0,200 

0.271 

ShGaCmP trhCa Df h Bo 





■* 

“ 

- 


3,536 




DYERSYfLLS 

Dubuque 

2t818 

2,500 

8 

X 


0.162 

SoClFtrCpQo 





“ 


*- 

- 


2.700 




DYSART 

Taua 

1»197 

900 

3 

X 


0.079 

ScClFtrCpBo 





“ 

- 

- 

- 


1.175 




EAGLE GROVE 

Wright 

4,381 

4,000 

SC 

X 


0,504 

ScCoiFthrCoDfhtrBo 





* 

** 

*■ 


6.240 

- 



EARLHAM 

Madlaoa 

788 

700 

3 

X 


0,040 

ClFtnBo 





• 

- 

• 

- 


0.800 

* 



EARLVrLLB 

Delaware 

bbS 

600 

S 

X 


0.037 

ShCirtrCpBo 





- 

“ 

- 

- 


l.OOO 

- 



EARLY 

Sao 

824 

700 

s 

X 


z 

CsPeBo 





“ 

• 

- 

- 


X 

• 



ELDOM 

Wapello 

1,386 

800 

c 

a 


- 

Hone 



EIDORA 

Hardin 

3,325 

2,900 

c 

X 


0.163 

ScOhCfiiFtrCpDcrhBo 




“ 


- 



3.125 




ELQIM 

Fayette 

644 

600 

s 

X 


0.093 

CirtrCpBo 





* 

- 

- 

* 


0,900 




ELKADEA 

Clayton 

i,52b 

1,425 

3 

0.085 


Hone 



ELKHART 

PoU 

2b0 

200 

3 

X 


0.031 

Lo 





“ 

- 

- 

- 


0.312 




ELIC HORH 

Shelby 

678 

600 

s 

a 


0.083 

Lo 





- 

- 


- 


0.833 




ELLIOT 

Uontgonery 

459 

450 

3 

X 


- 

Hone 


|c 

ELLSYORTH 

tiaallton 

493 

300 

X 

X 


- 

Hone 


2( 

ELUA 

Howard 

706 

650 

S 

X 


X 

CaPaBo 


2L 

ERER3CK 

HU la 

521 

540 

S 

X 


0.310 

ShClFtrCpBo 


22 




*• 


“ 


0,515 

- 



EKMET5BUR0 

Falto Alto 

3,8B7 

3,700 

3 

0.200B 

0.266 

SohCoFtrCpDfrhflo 

23 




- 

- 

- 


2,620 

- 



ESSEX 

Page 

767 

650 

S 

X 


- 

Hone 


24^ 

ESTHERVILLE 

Eonot 

7,927 

7,500 


2.000 

' 2.920 

( Sf OaKa ) SmOmKaCraPthr 

25 



“ 

-* 

r 

- 


82.920 

CfflFtrCmDfhLs 



EVER LT 

Clay 

668 

600 

s 

0.030 

X 

CiBoLe 


26 

EXIRA 

Audubon 

1,111 

800 

G 

0.075 

X 

Hone 


27 

rAIRflELD 

Jefferson 

8,054 

7,300 

S 

0.700E 

0.484 

ShCraFtrCpDfrhBo 

28 




*• 

- 

- 


8.625 

_ 



FARLEY 

Dubuque 

920 

850 

3 

0.050E 

X 

CsFaBo 


29 

FARKrK0T0.V 

Van Buren 

902 

800 

X 

X 


X 

Hone 


30 







” 



- 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAn 

IOWA 

196a 


LINE 

NO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P,E. (BOD) 

1 

REMARKS 

UN- 

TREATED 

WASTE 

X 

c 

Ie 

Ma| 

Min 

Sub 

DIS- 

CHARGED 

WASTE 

'c-3 

a.< 


9 

m 

m 


12 


IBI 

15 

1 

DOffS 

UN 

I - 

«1,399-195E 

Iowa River 

800E 

7 




1C 


- 


lOOE 

... 


2 

SUDUQUE 

Ul 

- 

Ml, 563 

Ulasisslppi Rlvar 

350,000E 

7 




6 

•** 

- 


250.n00E 

- 


3 

DUJIQMr 

Ul 

- 

Ul, 399-35*7 

Spring Creek to 

X 

1 




IG 

- 

175E 

WftBt Fork Cedar River 

l*50E 



4 

DUNKERTON 

Ul 

- 

Ul, 470.8- 

Crane Creek to 

600E 

0 




6 

- 

IlOE 

WapDlplnlcon River 

600E: 



5 

omAp 

ifn 

- 

MR6510.0- 

Boyar River 

1,200 

0 




12 

- 

45E 


1.200 



6 

DURANT 

uu 

- 

x-x 

Mud Creek 

3,000E 

7 




10 

- 

• 


300B 

_ 


7 

DTERSVILLE 

uu 


Ul,512.6 

North Fork of 

3,0008 

7 




8 

“ 

-35E-X-X 

Maquoketa River 

400E 



S 

DYSART 

UU 


Hl,399-U5E 

Salt Creek to 

9008 

1 




10 


-x-x 

Iowa River 

300E 



9 

EAGLE GROVE 

UU 


Ul,325-225E 

Drainage Ultoh to 

6,000E 

7 




11 

- 

-x-x 

8oone River 

600B 



10 

EARLHAN 

UU 


Ul,325-160E 

Bear Creek to 

700B 

5 




11 

- 

-x-x 

Middle Raccoon River 

300B 



11 

eAHl.Vtt.tE 

UU 

- ' 

Ul. 512.6 

Uaquoketa River 

720E 

7 




8 

- 

-85B i 


150B 



12 

EARLY 

UR 

• 

U65L-125 

Boyar River 

700B 

4 




12 

- 



400B 

- 


13 

ELDON 

UU 

- 

U1,325-60E 

Dee Uoinss Rlvar 

800B 

0 




11 


- 


BOOB 



14 

ELDORA 

UU 


MI,399-160B 

Iowa River 

X 

7 




10 

- 

- 


400B 

- 


15 

ELGIN 

UU 

- 

m,S72-S0E 

Turkey River 

700B 

7 




e 


- 


70E 



16 

ELKADER 

UU 


UU572-35e 

Turkey River 

1,425B 

0 




e 

- . 

*• 


1,435B 

- 


17 

ELKHART 

UU 

- 

Ul,360-x*.x 

Uitoh to Skunk River 

200E 

7 




11 


“ 


20B 



18 

ELK HORN 

UH 

- 

UHS 60. 0-908 

EUhorn Creek to Eaat 

700E 

X 




12 

- 

- 

Ntshnabotna River 

70E 



19 

ELLIOT 

UH 

- 

U560,d-12- 

Eaat Niahnatotno River 

450 

0 




12 

- 

68 


450 



20 

ELLSWORTH 

UU 

- 

Ul,360-200E 

Skunk Rlvar 

300 

0 




11 

■*- 

- 


300 

- 


21 

ELtfA 

UU 

- 

Ul, 470.8- 

Uiddle Branch of 

X 

7 




0 

" 

155E-X-X 

Wapalplnloon River 

200B 



22 

EUERSQN 

UR 

- 

MR56O.8-50E 

Indian Creek to Veat 

450 

7 




12 

* 

-x~x 

Nishnabotna River 

100 



23 

EUMBTSBURO 

UU 

- 

Ul,325-265E 

West Fork^of 

4 , 500 s 

7 




11 

- 

-50E 

Dea Moinea River 

750B 



24 

ESSEX 

UR 

- 

U560.8-12- 

Eaat Nishnabotna River 

650 

0 




12 

- 

34 


650 



25 

ESTHERVILLE 

UU 

- 

M1,325-265E 

iweot Fork of 

ao.oooE 

7 




11 


-X-x 

Dea Moines River 

8 . 000 E 



26 

EVERLT 

UR 

- 

U693. 5-227- 

Creek to Oohayedan River 

700S 

z 




12 


34-12 


350E 



27 

EXTRA 

UR 

- 

M360,8-12- 

Davis Creak to East 

1,330E 

4 




12 

- 

114 

Nishnabotna River 

1.350E 



28 

FAIRFJIXD 

UN 

- 

Ul,390-50E 

Crew Creek to 

8,000B 

3 




11 

- 

-30E 

Skunk Rlvar 

3,OOOE 



29 

PARLEY 

UU 


Ul, 550.8 

Kiddera Creek to 

9QOE 

4 




8 

- 

-x-x 

Left Uaruokata River 

300E 



30 

PARIIINOTON 

UU 

- 

UI,325^25E 

Des Uoines River 

l.OOOB 

0 




11 

“ 



l.OOOB 

- 



2i 















INVENTORY OE MUNICIPAL WASTE FACILITIES 

1 STATn 


YEAR 


IGWA 


COMMUNITY.SnWER 

OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

1960 

Population 

Estimated 

Population 

Served 

s 

lU 

H 

if) 

>• 

Ml 

ce 

UjLU 

AVERAGE 

DAILY FLOW 
MGD 

Dcs’d 

Pof 

Average 

DailyFlnw 

MGD 

P,E. 

(1000’sl 


mmBtmmi 

mmmmi 

4 

5 

6 

7 

FARRAQUT 

Fremont 

495 

350 

3 

X 

- 

FAYETTE 

Fayette 

1,597 

1,300 

S 

0.062 

0,150 




- 

- 

- 

2.500 

FONDA 

Pooahontaa 

l,02& 

900 

s 

0.040E 

O.lll 



- 

- 

- 

- 

1.307 

FONTANELLE 

Adair 

729 

650 

s 

X 

0.054 



- 

- 

- 

" 

0.900 

FOREST CITY 

Vinnebago 

2,930 

2,700 

8 

X 

0.130 



“ 

- 

- 

- 

2,600 

FORT DODGE 

Vehater 

28,399 

27,000 

s 

2.400 

3.700 



*• 


- 

- 

36.300 

FORT MADISON 

Lee 

15,247 

14,500 

c 

X 

- 

FREDERICKSBURG 

Chlckaeav 

797 

700 

3 

X 

X 



* 

- 

.. 

* 

X 

GALVA 

Ida 

469 

300 

3 

X 

0,045 



- 


- 

- 

0.600 

OARNAVllLO 

Clayton 

662 

600 

S 

X 

X 



*• 

- 

- 


1.930 

GARNER 

Hanoook 

1,990 

1,800 


X 

X 



- 

- 

- 

- 

3,440 

GARVIN 

Tana 

546 

450 

S 

X 

0.018 




- 

- 

- 

0,566 

GEORGE 

Lyon 

1,200 

1,000 

s 

X 

X 



* 

- 

- 


X 

GILMORE cm 

Pooahontae 

6QB 

650 

s 

X 

0.100 



- 

- 

- 

- 

l.OOO 

GLAD8R00K 

Tama 

949 

850 

s 

X 

** 

QLENVOOD 

Ullla 

4,783 

3,000 

s 

X 

- 

QLIDDEN 

Carroll 

993 

800 

8 

0.102 

0.124 



* 

- 

- 

- 

2.100 

GOVRIE 

Vebater 

1,127 

1,000 

s 

X 

0.184 



- 

- 


- 

2.000 

ORAETTINGER 

Palo Alto 

879 

600 

s 

X 

- 

GRAND JUNCTION 

Greene 

949 

900 

s 


0.012 



- 

- 


- 

l.lOO 

OHAHO MOUND 

Clinton 

565 

500 

3 

X 

X 



- 

« 


« 

X 

GRANGER 

Dallas 

468 

400 

s 

X 

0,057 



- 

- 

■ 

- ■ 

0.890 

GRANVILLE 

Sioux 

381 

300 

9 

X 

X 



- 

- 


» 

X 

GREEKS 

Butler 

1,427 

1,300 

3 

X 

0,171 



- 

- 

- 

- 

2.008 

QREEHriELD 

Adair 

2,243 

2,000 

s 

X 

X 

QRIUE3 

Polk 

697 

600 

s 

X 

X 

0.080 



- 

- 

“ 

- 

0.800 

ORINNELL 

Poweablek 

7,367 

7,000 

s 

0.780 

0.550 




- 



11,000 

GRIS90LD 

Cass 

1,207 

1,000 

3 

X 

0.118 



- 

- 

- 


1.420 

GRUNDY CENTER 

Grundy 

2,403 

2,200 

s 

X 

0.181 



“ 

- 

- 

> 

2.500 

GUTHRIE CENTER | 

Guthrie 

3,071 

2,100 

3 

X 

oai6 



** 

- 

- 


2,400 


1962 


PACfE 


TREATMENT FACILITIES 


TREATMENT 


8 

None 


SohKnCniP'trCpDopBo 

ShCiFtrCpDfp 

Lo 

ShCmFtnDorhGo 

SoGmOmKinxCBiF trCmEcgDa f 3 tBo 

Hone 

CiBo 

ClFtrCpBo 

CfflFtrDfBo 

KaCoFthCmDfrhBo 

CaFsBo 

CsFsBo 

Lo 

None 

None 

CC13C0P FtrCpFa 

ShCnPtrCpDp 

Kona 

SchClFtrCpBo 

CflPsBo 

Lo 

CiFfifio 

ClFtrhCtoBo 

SbClFtrBo 

ShCCpBop)^^ FtrCpBo 

GmCSroXSohJCOaKolCmPtrCm 

BIhrBo 

ShClFtrCpBo 

ShCoiFtrCjnDfhrBo 

SohCmFtrCmDorhBoLa 


6 of 16 


LINE 

NO. 


1 

2 

) 

4 

5 

6 

7 

8 
9 

10 

11 

12 

U 

l«f 

15 

16 

17 

18 

19 

20 

21 

22 

25 

24 

25 
2<i 

27 

28 
29 
3G 


22 















INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


ICMA 

1962 

pa(;e 6 of 16 


ONE 

NO. 

CONfMUNlTY. SEWER 

on 

SANITARY DISTRICT 
iNS'nruTiON 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

PE 

iBOD) 

c 

z 

s 5 

J? 

Cl,< 

REMARKS 


UN- 

DATED 

ASTE 

Maj. 

Min 

Sub. 

TR 

W 

DIS- 

CHARGED 

WASTE 


9 

iEi 

Ea 

11 

12 

15 

ID 

15 

1 

FARRACUT 

HR 


MR5L0.8-.25E 

East Niahnabotna River 


350 

0 




12 

- 

-15B 



350 



2 

FAYETTE 

UU 

- 

Ul,572-15E 

Volga River 


1,300 

7 




8 

- 

-.25E 


x 




5 

FONDA 

UU 

- 

H1325-160E- 

Ditoh to 


1,200E 

7 




11 

- 

25-lOOE-x-x 

Cedar Creek 


90OE 



4 

FONTANELLE 

UR 

- 

4GQ.9'-65E 

Ditoh to Middle 


650E 

7 




12 

- 

-60E 

Nodaway River 


60E 



5 

FOREST cm 

UK 

- 

x-x 

Lime Creek 

4,000E 

1 




10 

- 

- 


l.SOOE 

- 


6 

FORT DODQB 

m 

- 

Ul,325-255E 

Des Molnea River 

90.000 

1 




U 

- 

- 



12.000 



7 

FORT MADrSON 

Uh 

- 

MU365 

Miaalsaippi River 

150,000 

0 




11 

- 

- 


150.000 

- 


8 

FREDBRICKSBURQ 

m 

- 

HI, 470. a- 

East Branch of 

X 


4 




8 

- 

145E-X-X 

Wapsipinloon River 


560B 



9 

GALVA 

HR 

- 

K693.5-13- 

Creek to Maple River 


300 

7 




12 

- 

56-3 



80 



10 

GARNAVILLO 

UH 

- 

Hl,572.x-x 

Creek to Turkey River 

X 


2 




8 

- 



X 




11 

GARNER 

UM 

- 

II1,399-195B 

East Branch of 

X 


7 




10 


-20B 

Iowa River 


500B 



12 

OARflH 

UH 

- 

Hl,399-120E 

Deer Creek to 

X 


4 




10 

- 

-15S 

Iowa River 


150E 



13 

GEORGE 

MR 

- 

IIR762.3-55E 

Little Rook River 

l.OOOB 

4 




7 

- 

-25E-40G 



600E 



14 

GILMORE CITY 

UM 

- 

Ml,325-255E 

Liaard Creek to 


650B 

7 




11 

- 

-x-x 

Dee Molnea River 


60B 



15 

GLADBROOK 

Ej 

- 

Ml, 399-35 

Wolf Creek to 


900G 

0 




10 

- 

-75E-X-X 

Cedar River 


900B 

.. 


16 

QLENWOOD 

HR 

- 

M604.5-11 

Keg Creek 

3,000B 

0 




li 

- 

- 


3.000E 

- 


17 

GLIDDEN 

15] 


Ml,325-L60E 

Willow Creek to 


800G 

7 

eCreatnery waste. 



11 

- 

-x-x 

Middle Raccoon River 

X 


.. 


18 

GOIRIG 

UH 


x-x 

Capatan Ditoh to 

2,000G 

7 




11 

- 

- 

Rutteriok Creek 


200G 

- 


19 

ORAETTINQER 

UH 

- 

Ml,325-300E 

West Fork of 


l,300E 

0 




11 

- 

- 

Dee Molnea River 


1.200B 

• 


20 

GRAND JUNCTION 

UM 


x-x 

Butteriok Creek 


900E 

7 




11 

- 



X 




21 

GRAND MOUND 

UH 

- 

MI, 470. 8- . 

Ditoh to 


500S 

4 




8 

- 

20E 

ffapaipinloon River 


150B 

- 


22 

GRANGER 

UH 


MI,325-160E 

Beaver Creek to 


800B 

7 




11 

- 

-15B 

Dee Moines River 


80G 

. 


25 

GRANVILLE 

MR 


M758.3- 

WiUow Creek 


300E 

7 




12 

«- 

32.9-4-19 


X 




24 

GREENE 

UH 

- 

Ml, 399-35 

Shellrook River to 


l,9b0B 

7 




10 

- 

-155E-X-X 

Cedar River 


200E 



25 

GREENFIELD 

MR 

- 

064-140 

Nine Mile Creek 


2,300 

7 




13 

- 

- 



500B 

- 


26 

GRIMES 

UM 

- 

Ml,325-17PE 

Beaver Creek to 


600E 

7 

^Sptrogester. 



11 


-x-x 

Des Molnea River 


60E 

- 


27 

QRINNELL 

UM 


M1,360-75E 

Sugar Creek to 


7,200E 

7 




10 

" • 

-x-x 

North Skunk River 


720E 

- 


28 

GRISWOLD 

HR 

- 

HR560.8-20E 

Kewen Creek to East 


1,OOOG 

7 




18 


-55E , 1 

Nlshnabotna River 


lOOG 

- 


29 

GRUNOT CENTER 

UK 

- 

M1.399-35t I 

Biaokhawk Creek 


2,200E 

7 




IG 

- 

135E-30E i 


X 


- 1 


50 

GUTHRIE CENTER 

UM 

- 

Ml,325-160B 

South Raoooon River 

X 


1 

7 




li 

- 

-25E-45E j 



4008 

- 



23 















INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


IOWA 



COMMUNITY^ SEWER 

OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I9d0 

Population 

Estimated 

Population 

Setved 

z 

iU 

H 

>- 

U5 

eC 

OJW 

n 

t/) 



TREATMENT FACILITIES 

LINE 

NO. 

TREATMENT 


P,E. 

(I000*s) 

MBWII 

■■■Ml 

3 

4 

"■' 5 "" 

6 

7 



OUTTENBERQ 

Clayton 

2,067 

1,700 

s 

0*115E 


None 

1 

HAU8URG 

Fremont 

1,647 

1,000 

3 

X 

- 

None 

2 

HAIIPTOM 

Franklin 

4,501 

4,000 

3 

X 

0,590 

G KmCmFtrCmDfbBo 

3 



- 

“ 

- 

•* 

9.560 

_ 


HANCOCK 

Pottawattacale 

252 

220 

s 

X 

0.018 

CiBo 

4 



- 

“ 

“ 

- 

0.300 

_ 


HARLAH 

Shelby 

4,350 

4,000 

s 

X 

0.328 

ScKaCmFthCpDfrhDBo 

3 



* 

** 


- 

4.900 

_ 


HARRIS 

Oaoeola 

258 

230 

s 

O.OlO 

X 

CiFeBo 

6 



- 

- 

- 

- 

X 

_ 


HARTLEY 

O’Brien 

1,738 

1,600 

i 

0.138 

0.193 

S e KaC jdF the p D f rbB 0 

7 




- 

~ 

- 

3.800 



HAIARDEH 

Sioux 

2,544 

2,500 

3 

X 

- 

None 

8 

HAIKBYB 

Fayette 

516 

450 

a 

X 

0.079 

SmCfflFtrCpDoBo 

9 



■ 

- 

- 

- 

2.239 



HIAfATHA 

Linn 

1,336 

1.300 

, 

, 

X 

0,105 

Lo 

10 



“ 

- 


- 

1.050 



HINTON 

Plymouth 

403 

300 

s 

X 

- 

None 

11 

HOLSTEIN 

Ida 

1,413 

1,400 

> 

).075E 

0.050 

ClFtrBo 

Ij 



- 

- 

■ 

- 

1.300 

. 


HOMESTEAD S« D. 

loia 

- 

200 


X 

0.034 

Lo 

13 



- 

- 

- 

- 

0.336 



HOPKItITON 

Delavare 

76S 

t 750 

X 

X 

X 

ClPtC 

14 



- 

• 

- 

- 

0.951 



H0SPER3 

Sioux 

600 

500 

5 

X 

X 

CeBo 

13 



- 

- 

* 

- 

X 



HUDSON 

Black Hawk 

1,085 

900 

S 

X 

0.082 

SbCpCmFthCmDfpBo 

Id 






- 

2.184 

.. 


HULL 

Sioux 

1,289 

1,100 

s 

0.024 

0.141 

BhCmFtrCpDfhrBo 

17 



- 

- 

“ 

• 

3.000 



HUMBOLDT 

Humboldt 

4,031 

3,500 

3 

X 

0,170 

ScOhCiFtrCpBo 

IB 



• 

- 

- 

“ 

2.625 

- 


HUMESTON 

Hayne 

638 

500 

s 

X 

0.045 

GhCiFtnBo 

19 



- 

- 


- 

0.900 

. 


HUXLEY 

Story 

486 

400 

5 

X 

0.06B 

ShClFtrCpBo 

20 



- 

“ 

- 

- 

0.860 

- 


IDA DROVE 

Ida 

2,265 

2,200 

5 

0.200 

0,150 

ShahCmFtrCoDchmBo 

21 



- 


- 

- 

2.500 

- 


INDEPENDENCE 

Buchanan 

5,498 

5,000 

S 

0.300 

0.610 

SiaKinCraF trCmEgDf rhKoB 0 

22 



- 

«• 

** 

- 

8.120 

- 


mi mu 

Harren 

7,062 

6,500 

s 

X I 

0.315 

SgCnFtrDfhBo 

23 



- 

- 

“ 


6.300 

.. 


IN HOOD 

Lyon 

638 1 

600 

3 

0.030 

X 

CiFaDo 

24 




- 

- 

- 

X 

- 


* rOffA CITY 

Johnson 

33,443 

33,000 

S 

3.250 

3.550 

SmGmCmFtrCraDfrhtBoLa 

25 



- 



- 

28.500 

.. 


lOVA FALLS 

Hardin 

5,565 

5,000 

3 

X 

0.775 

SoGmwCJoFtrCtnDfhrtBo 

26 



- 

- 

- 

“ 

8.562 



* rOHA 

Diokinaon 

- 

4,000 

3 

X 

80,007 

SmO CmFtrCnDfhmBo 

27 

Great Lakes 8« D« 


- 

« 

- 

- 

SO. 030 



IRETON 

Sioux 

510 

800 

X 

X 

O.uyu 

ClFtC 

29 



- 

** 

- 


1,070 

.. 


IRHIN 

Shelby 

425 

400 1 

> 

X 

0.045 

Lo 

29 



- 

- 


- 

0.450 

- 


JANESVILLE 

Bremer 

648 

580 1 

5 

X 

0.023 

CiFtnCpBo 

30 


. 

- 

” 



X 




24 










INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

1 YEAR 


ICWA 

1 19^ 

PAC.K T Of l6 


.INE 

NO. 

COMMUNITY, SEWER 
OR 

samitary district 

INSTITUTION 

DRAIN- 

AGE 

BASIN 

WATER. 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E. (BOD) 

1 

Z 

■2B 

S n 
&< 

REMARKS 

UN- 

TREATED 

WASTE 

Maj. 

Min 

Sub. 

DIS. 

CHARGED 

WASTE 


L.. 9 

Bl 

[fin 

n 

12 


in 

15 

1 

guttemberq 

DU 


Ml, 599 

Ulners Creek 

l,700B 

0 




8 

- 

- 


1,700E 



z 

haiiquro 

UR 


U560.0-8 

Nishnabotna River 

L,000E 





12 

- 

- 


LOGOS 



5 

iijAMPTOM 

UU 

- 

Ml, 399-35 

Squaw Creek to test 

5,e00E 

7 




10 

- 

-150B-35E 

Pork Cedar River 

600E 



4 

HANCOCK 

MR 


M560.Q-12 

Weat Nishnabotna River 

220& 

2 




12 

- 

-78,1. 


150S 



5 

HARLAN 

UR 

- 

U560,8-I2 

itfest Nishnabotna River 

5,000E 

7 




12 

- 

-lOl 


500E 



6 

HARRXa 

UR 

• 

H693;5- 

Dry Run to 

6Q0E 

7 




12 

- 

227-34-13 

Oohevedan River 

looe. 



7 

ilARTLEX 

UR 

- 

H693.5- 

County Drain to 

3,800 

7 




12 


227-22 

Oohevedan River 

300 



8 

hawardem 

UR 

- 

BS75 

Big Sioux River 

2,500B 

3 




7 

- 

- 


2,5008 

- 


9 

hawkette 

UU 

- 

ML,572-15E 

Dry Run to Branoh of 

2,0008 

7 




8 

- 

-45B 

Voiva River 

2008 

- 


10 

HIAWATHA 

UU 


Ul, 399-35 

Indian Creek to 

1,3008 

1 




10 

- 

-x-x 

Cedar River 

2008 

, 


11 

HINTON 

UR 

- 

U758,3-14.8 

rioyd River 

3008 

) 




12 

- 



3008 



12 

HOLSTEIN 

UR 


U693.5-13 

Battle Creek to 

1,5008 

7 




12 

“ 

-36-12 

Maole River 

5008 



13 

HOMESTEAD S. D. 

UU 


UU399-X-X 

Oitoh to Iowa River 

3008 

7 




10 

- 

- 


308 



U 

IIOPK INTON 

UU 


X 

Uaquoketa River 

750 

X 




8 

“ 

- 


115 

- 


15 

flOSPERS 

HR 

- 

M758.3-63 

Ployd River 

5008 

1 




12 

- 

- 


3008 

- 


ir> 

HUDSON 

UU 

- 

MI, 399-35 

BlaokhawK Creek to 

3,200 

7 




10 

- 

-135E-10E 

Cedar River 

800 

- . 


17 

HULL 

UR 

- 

BS84, 7-16-8 

Creek to Rook River 

2,500 

7 




7. 

- 

- 


4008 

- 


18 

HUUDOLDT 

UU 

- 

Ul,325-255B 

West Fork of 

3,5008 

7 




11 

- 

- 

Dee Moines. River 

K 



19 

IIUHESTON 

UR 

- 

0223-30 

Nine Mile Creek to 

500 

i 




13 

“ 

- 

South Charlton River 

150 

- 


20 

HUXLEir 

UU 


Ml,360-160E 

Dltoh to Skunk River 

8008 

7 




11 

“ 

- 


808 

- 


21 

IDA GROVE 

HR 


M693,5-13- 

Uapie River 

3,200 

7 




12 

- 

44 


4008 

- 


22 

INDEPENDENCE 

UU 

1 

Ml, 470,8- 

lilapsipLniaon River 

6,0008 

7 




8 


115B 


6008 

- 


25 

INDXANOLA 

UU 

- ! 

U1,323-150E 

Creek to Middle River 

6,5008 

7 




u 

- 1 

-20B 


7008 

- 


24 

INWOOD 

MR 

^ ' 

UR762,3-40B 

Creek to 

600 

7 




7 

“ ' 

-x-x 

Rltt Sioux River 

250 

- 


25 

* rowA cm 

UU 

- 

M1,399-50E 

leva River 

40,0008 

1 



1 

10 

- 

- 


4.0008 



26 

IOWA PALLS 

UU 

- 

Ml,399-195E 

lows River 

8,0008 

7 




10 

- 

- 


8008 

- 


27 

* rowA 

UR 

" 

M693,5- 

Creek to Little 

4,O00» 

1 ’ 

^Winter data. In eummer 30,000 (top), 


Qre-s't- Lakes S« D« 

12 1 

*• 

255-6 

Sioux River 

Q00» 

‘ : 

7,000 (bottoai). 

28 

IRETOH 

UR 

- 

X 

Indian Creek to 

800 

X 




7 1 


- 

Rla Sioux River 

120 

- 


29 

IRWrK 

UR 

- 

HR560,8-25E 

Mleat Nishnabotna River 

4008 

7 




12 

- 

-80E 


408 

* 


50 

JANESVILLE 

UUi 

- 

Ml. 399-35- 

Quarter .Seotlon Run to 

5B08 

5 




10 1 

- 

145E-X-X 

Cedar River 

1508 

- 



25 

















INVENTORY 



JEPFER30N 

JESUP 

JEVELL 

KANAWHA 

KELLOGG 

KEOKUK 

KGOSAUQUA 

KEOTA 

KEV3TOHE 

KINGSLEY 

KIRON 

KLEUHE 

KNOXVILLE 

LAKE CITY 
North Plant 

LAKE CITY 
Woat Plant. 

LAKE KILLS 
LAKE PARK 
LAKESIDE 
LAKE VIEW 
LAUB3 GROVE 
LAKOHI 
LANSING 

u PORTE cm 

LAURENS 
LEHIGH 
LB KARS 
LENOX 
LfiON 

LIME SPRINGS 
LINN GROVE 


Greene 

Buohanan 

Haaillton 

Hannook 

Jasper 

Lee 

Van Ouren 

Keokuk 

Benton 

Plymouth 

Cravford 

Hanoook 

Uarion 

Calhoun 

Calhoun 

Winnebago 

Dloklnaon 

Buena Vlata 

8ao 

Jasper 

Decatur 

Allavakea 

Blaok Hawk 

Pooahonta 

Webster 

Plymouth 

Taylor 

Decatur 

Howard 

Buena Vista 


OF MUNICIPAL WASTE FACILITIES 


STATE YHAR 

ICMA 1962 PAGE 


^ . Dcs’d TREATMENT FACILITIES 

w ^ Fof 

Estimated 6 w 2 Average 

Population ^ TREATMENT 

Served uiG r, MCiD 


0.360 SgKaCmFtrCmDfghrDo 

6,000 

0.074 ClFtrCpBo 

2.200 - 



1»000 5 ),050B 0.073 lo 

l.LOO .. 


Jc O.lOO shClFtrCpDo 
0.960 ^ 


1,000 I 0.050 0.102 ClFtrCpDo 

1.300 ^ 

^50 3 X 0,030 SoClPtrCpBo 

0.600 - 

1.000 > 0.060 X CaPsBo 

” * * X „ 

230 I 0,020 0.025 shClFtrflo 

0.396 « 

' * X CiPtnBo 

~ ' X . 

4.000 I X 0,504 ShChKaCoFtrCuDfrhDo 

1,200 ! 0.105 O.IW ShCmFlrClPtnCpDfpBo 


900 5 X 0.075 ciFtnBo 

1.250 ^ 

If 600 5 X 0.107 Iq 

2.050 _ 

_ 900 5 0.055 X ciFsBo 


0.107 iQ 
2.050 _ 


liOOO 3 O.lOO 0.054 ClFtrCpLoQo 
1.300 . 


200 3 X 

1,900 3 X 

1»200 3 0.074 


X X OhClFtn 

“ X .. 

X 0.204 ShCIFtnBo 
4.130 . 


1,700 5 X 0.U5 BhCiiiFtrCinDorhDo 
4.500 - 

1,600 3 0.090 0.130 ShCoFtrCpDfhrBo 

"lOOi X . „'o„, 

” “ - * 

6,400 S X 0.576 SBhgCBFtrCoDfhBoLii 

*" *" 8. 100 


* - 

l.BOO S 0.04B 0.047 ShOhKBCBFtrCpBooPhDp 

. ^ ’ * * SoCpFtnCpDopBo 

300 5 X 0,035 Lo 

_•* - - 0.350 - 


26 













INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 

IOWA 1 

1962 


PAon B of 16 


LINE 

NO. 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGE 

BASIN 

- WATER. 
COURSE 
MILEAGE 

DISCHARGE 

TO 

P.E. (BOD) 

1 

REMARKS 


1 

IB 

II 

DIS. 

CHARGED 

WASTE 

’c-2 

Q.< 


9 

HE 

lEES 


12 

13 

10 

15 

1 

JEFFERSON 

Ui 

1 - 

Ul, 325^ 1601 

CreeK to R&oooon Rlvor 

X 

7 




1 

L - 

-x-x 


l.OOOE 




JESUP 

Uk 


HI, 399-35 

Spring Creek to 

2,000c 

7 




1C 

- 

-135E*x-k 

Cedar Rlvor 

400S 



5 

JEVBLL 

Ul 

- 

UX, 360-2001 

Skunk River 

l,OOOB 

7 




I 

■* 



lOOE 



4 

KANAVHA 

Ul 

- 

Ul, 325-2151 

Otter Creek to 

X 

2 




IJ 

- 

-65E 

Boone River 

aooB 



5 

KELLOaO 


H 

Ul,360-75E 

North Skunk River 

700E 

7 




D 

B 

-50E 


70E 



6 

KEOKUK 

R 

fl 

Ul,347 

Mlssiselppl River 

X 

0 




D 

H 

- 


X 



7 

KEOSAliQUA 

|i 

H 

M1,325-50B 

Uea Uolnes Rlvor 

l,OOOB 

0 






** 


ItOOOS 



8 

KEOTA 

IS 

\WM 

«l,360-95B 

Dutch Creek to 

1,0005 

7 




Q 

1^9 

- 

Skunk River 

iOOB 



9 

KEYSTONE 

UM 

- 

Ul, 399-35 

Prairie Creek to 

1305 

7 




10 


-70E-X-.X 

Cedar River 

150E 



10 

KINGSLEY 

UR 

- 

UR693.5-35E 

Weat Fork of 

1,0005 

4 




12 

- 

-50B 

Little Sioux River 

6005 



It 

KIRON. 

UR 

- 

MH6S1-X-X 

Ottor Croek to 

230E 

7 




12 

- 

- 

Royer River 

205 



12 

KLBUUE 

UU 

- 

- 

Land 

5005 

5 




10 

“ 

- 


0 



13 

KNOXVILLE 

UH 

- 

«1,325-125B 

Conpetlno Creek to 

X 

7 




11 

- 

-x-x 

Oea Molnea Rlvor 

1G0E 



l4 

LAKE cm 

UU 

- 

Kl,325-160E 

Lake Creek to 

1.20 OR 

7 



North Plant 

11 

- 

-lOOE 

Raoooon River 

1205 



19 

LAKE CITY 

uu 


Ul,325-160E 

Lake Creek to 

9OOB 

5 



West Plant 

11 

“ 

-lOOE 

Raccoon Rlvor 

3005 



16 

LAKE HILLS 

uu 

- 

111,399-35- 

Dltoh to Llcie Croek 

1,900E 

7 




10 


155E-50E 


2005 



17 

LAKE PARK 

UR 

- 

2693.5- 

Silver Creek to 

1,0005 

a 




12 

“ 

270-14 

Little Sioux Rlvor 

4005 



10 

LAKESIDE 

UU 

- 

Ul,325-160E 

Croek to 


. 




11 

- 

-X-K 

Raccoon Rlvor 



19 

LAKE VIEW 

UU 

- 

X 

Indian Creek 

J 




11 

- 

- 




20 

LAMBS QROVE 

uu 

- 

U1,360-160E 

Cherry Creek to 





11 

- 

-x-x 

Skunk River 



21 

LAMONI 

UR 

- 

UR25U3-30B 

Seven Mile Creek 





13 

- 

-9OE 


1 


22 

LANSING 

UU 

•* 

Ul,627 

UlBSlsaippi River 

1 




6 

- 

" 


1 


23 

LA PORTE CITY 

UU 


Ul, 399-35 

Big Creek to 

3, 




10 

- 

-HOE 

Cedar River 



24 

LAURENS 

UU 

- 

Ml,325-160E 

Big Cedar Croek 

] 




U 

- 

-.120E-X-X 




29 

LEHIGH 

UU 


U1,325-243B 

Dea Molnea Rlvor 





11 

- 





26 

LET MARS 

UR 

- ■ 

U758,3- 

Floyd River 

9 




12 

- 

32.9 




27 

LENOX 

UR 

- 

M402.5-79- 

East Fork of 102 River 





12 

- 

82-34 




28 

LEON 

UR 

- 

061-28- 

UoOrunder Creek to 





13 

- 

35-24 ^ 

Grand River 



29 

LINE SPRINGS 

UU 


Ul,627.6 

Upper Xova River 

X 




6 

- 

-60B 




30 

LINN GROVE 

UR 


MR693.5-95E 

Little Sioux River 1 





12 

, ,, 1, 

- 





27 











INVENTORY 


OF MUNICIPAL WASTE FACILITIES 

[STATE 


community;; SEVC^ER 

OR 

SANITARY DISTRICT 
INSTITUTION 


LISBOJ^ 
LimE ROCK 
L17ERH0RB 
LOCAH 
LOHRVILLE 

lost imtioji 

LOIDE^ 

LY.'INVrLLE 

MC GREGOR 

HADR ID 

UALVERlf 

ilAMtlHESTER 

KANILLA 

HAMLET 

HAMHINO 

HAMSCN 

HAPLETCM 

MAQUOKETA 

UARGOS 

UAREHGO 

HARIOM 

MARQUETTE 

KASOII CITT 

UARSHALLTOIM 

masstma 

MAURICE 

MAXIELL 

MECHAMTCSVILLE 

MEOTAPOira 

MELBOORHE 



Clayton 

fioone 

Mills 

Delaware 

Crawford 

forth 

Carroll 

Calhoun 

Monona 

JaokaoQ 

Cherokee 

loia 

Linn 

CUy ton 

Cerro Gordo 

Marshall 

Cass 

Sioux 

Story 

Cedar 

l>03 Koines 

Marshall 


1,040 

2,286 

1,193 

4,402 

939 

1,425 

1,676 

1,789 

1,686 

5,909 

1,307 

2,264 

10,892 

572 

30,642 

22,521 

456 

237 

773 

1,010 

1,040 

517 



Dcs'd 

TREATMENT FACII.rn|.S 

f? 
w 2 

0 

Pi 2 Q 

ror 

Avcrigt 

Daily Plow 

MGD 

TREATMENT 

lu m » 

.< p S 
6 

P.E, 

(I000’s> 

7 

8 


Linn 

1,227 

1,000 S 

Lyon 

564 

400 3 

UunboLdt 

545 

500 S 

Harrison 

1,605 

1,400 S 

Calhoun 

653 

600 S 

Clinton 

567 

500 S 

Cedar 

641 

640 S 

Jasper 

411 

350 5 


1,000 3 X 

2, 100 > X 

1,190 S X 

4,000 5 X 

800 S X 

MOO 5 X 


X CIFbGo 

X 

* * CIPtnBo 

X 

* ClFtnBo 

X 

** Mono 

0.067 ShCiFtrCmDo 
M50 , 

0.002 Lo 

o.aoo ^ 

o.'e” 

0.041 Lo 
0.410 

None 

* CsFtnCpBo 

X 

None 

5)400 


l.'soo 


1,200 S X 0.1^9 

- - - looo fClftnCpDo 

1.300 S 0.150 0,190 

2.156 . 


5,500 0 0.700 0.750 8pQn,C™DfrI,B 

1.300 J 0.070 0.U6 c'pFtrCpDoBo 
!’®°° ^ * - Non. 


(3.500) S 0.274 - S4B Codpr naplda 

* : Hone 

30.000 S 2.667 x s'«QhClFtnClLe 

22,0G0 S X 

89! 5M f®''^»*l'"CniAaCraEEDefrhLsZo 
. ’00 f 0.030 O.050 SmClPtrCpBo 

.2‘OS X “x''' ‘iB, 

- ?:200 


900 X X 
400 X X 
300 S . X 


0;050 ShClPtrCpBo 
None 

0)030 ShOlFtrCpBo 


28 




INVENTORY OF MUNICIPAL WASTE FACILITIES 


L[NE 

NO. 

COMMUNITY. SEWHR 
OR 

' SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGF. 

FIASIN 

WATER- 
COURSE 
MILK AGE 

DISCHARGE 

TO 

P R (DOD) 

1 

REMARKS 


/ 

c F 
,2 F 

May 

Min 

■ Sub 

Piiiil 

*3-0 

<£< 


9 

m 

ISS 


12 


Id 

15 

1 

LTSBOM 

m 

i < 

Ml, 399-35 

Ury Run to Cedar River 

1 , OOOE 

IH 




IC 

] - 

-80E 


30OE 

* 


2 

LITTLE ROCK 

UF 

I - 

MR762-3-.50E 

Little Rock River 

400E 

1 




7 

- 

-40B 


1508 



3 

LIVERaORE 

Ub 

- 

M1,325-280H 

Lotta Creek to East 

X 

7 




11 

- 

- 

Fork Dea Moines River 

1258 



4 

LoaA« 

ME 

- 

MR651-35E 

Beyer River 

2, OOOE 

0 




li 

- 

“ 


a.nooE 



5 

LOHRVXLLE 


- 

Ul,325-160E 

Cedar Creek to 

600E 

7 




V 

- 

“X-X 

Raccoon River 




6 

LOST MATIOM 


- 

Ml, 470, 8 

Lost Nation Olteh to 

700E 

'7 




8 

- 

•«35E 

Wnnei nlnlcon River 

70B 



7 

LOUDEN 

UU 

- 

Ml, 470, a 

Yankee Run Creek to 

X 

7 




8 

“ 

-30E 

Wa n«t nlnlcon River 

X 



8 

LYMMVrLLB 

m 

« 

UU360’’75E 

Ditch to North 

350E 

7 




u 

- 

-75E-50E 

Skunk River 

30E 



9 

UC QREGOR 

UM 

- 

«1,617 

Mlaslsalppl River 

1,0008 

0 




6 

“ 

** 


1.0008 



10 

UAOniD 

UM 

- 

Hl,325-l95S 

Creek to 

2,1008 

0 




U 

- 

- 

! Dea Molnea River 

6008 



tl 

eiALVERM 

MR 

” 

M5M.8-18- 

Silver Creek 

2,0008 

0 



i 



32-5 


2,0008 

- 


12 

MANCHESTER 

UU 


Ml, 512,6- 

Maquokata River 

6,0008 

7 




8 


105B 


6008i 



13 

MANILLA 

MR 

*• 

H560.B-12 

West Pork of West 

0008 

4 




IZ 

- 

-101-13 

Nishnshoina River 

5008 



14 

MANLEY 

Oil 

- 

Ml, 399-35- 

Creek to 

1, 1008 

7 




10 

“ 

155E-65E 

Shell Rock River 

2508 



IS 

MANNING 

UR 

- 

H560.9-12- 

West WlDhnabotna River 

1,200 

1 




12 

*• 

127,2 


300 



15 

M ANSON 

UM 

- 

U1,325-160E 

Cedar Creek to 

2,155 

7 




11 

*• 

-x-x 

Raccoon River 

100 



17 

MAPI ETON 

MR 

- 

M693.5-13 

Maple River 

2,200 

4 




12 

- 

-16 


7008 



18 

EAQUOKETA 

UU 

- 

Ml, 512.6- 

Maquoketa River 

6,000 

7 




8 

- 

35E 


4.000 



19 

U A RGBS 

MR 

- 

H6g3,5-23- 

Fiddle Creek to West Fork 

2,0008 

7 




12 

- 

67 

of Littlo Sioux River 

2008 



20 

UARENQO 

UU 

- 

«1,399“100E 

Iowa River 

1,8008 

0 




10 


- 


1,8008 

- 


21 

UARION 

ou 



Cedar River 






10 

- 

- 



« 


22 

MARQUETTE 

ou 


Mlr6l8 

Mlaslsslppl River 

5508 

0 




6 


“ 


5508 



23 

UASOW CITY 

UM 



Lime Creek 

55,0008 

7 

*M 1 , 399-35- 1 55e-25E-25B 



10 

M 

“ 


5. OOOE 

.. 


24 

MARSHALLTOWN 

m 

- 

Ml,399“MOE 

Iowa River 

60,0008 

7 




10 

- 



6008 

~ 


25 

MASSENA 

MR 

- 

MR480.9- 

West Nodaway River to 

400 

7 




12 


175B 

Nodaway River 

40 



26 

MAURICE 

MR 

- 

MR758.3-50E 

West Branch of 

210 

2 




12 


- 

Floyd River 

1508 



27 

MAXWELL 

UU 

- 

M1,360-165E 

Rook Creek 

7008 

7 




11 

■* 

-x-x 


1008 



28 

HECIiANrcSVILLE 

UM 

- 

Ml, 399-35- 

Clear Creek to 

9008 

7 




10 

- 

72E-X-X 

Cedar River 

1008 



29 

MEDIA POL IS 

UM 

- 

Ml,306-x-x 

HavrKeye Creek to 

1,0408 

0 




U 

” 

- 

Mlsalaalnnl River 

1.0408 



30 

MELBOURNE 

UM 


M1.360-95E 

Creek to North 

X 

7 




11 

“ 1 

-70E-X-X 

Skunk River 

50 




STATE 

YEAR 
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Dcs'd 

TRFATMRNT FAClLITIFiS I 


COMMUNITY, SEWER 




s 



For 





I960 

Popuiaiion 

Esiimarcd 




Average 



UNU 

NO. 

OR 

SANITARY DISTRICT 

COUNTY 

Population 

Scfvcd 

> 

</) 

Ofi 

o p 

5 'I /*.L 

ally Flow 

MOD 

TREATMENT 

INSTITUTION 



> 

1- 

ra 

m 

P.E. 

(lOOO’s) 


8 


1 

RELCHER k 

2 

larion 

5 

867 


u 

1 

I 

■ 

0.004 

CsFsBo 


1 



- 


1 

“ 


0.175 

- 



MERRILL 

Plymouth 

643 


3 

X 


*• 

None 


2 

t&IDDLETOIN 

Doa Molnea 

243 


% 

X 


0.025 

ClFsBo 


3 



- 


- 

- 


0.500 

- 


A 

(IILFORD 

Dickinson 

l»476 


8 

0. 

100 

- 

See Iowa 






- 

- 

- 

- 

Great Lakes S 

. D. 


UINBUmi 

Dallaa 

337 

220 

3 

X 


- 

Hone 



UINDGH 

Pottawattamie 

333 

350 

3 

0 

o 

o 

0.045 

Lo 





- 

- 

- 


■■ 

0,450 

- 


7 

kllSBOUHI VALLEY 

Harrison 

3,567 

3,200 

S 


K 

- 

None 



ItlTCHELLVILLE 

Polk 

957 

900 

S 


K 

0.154 

ShClFtrCpBo 


B 




- 

- 


- 

1.500 

- 


9 

UONONA 

Clayton 

1,346 

3L0 

s 

0.036 

0.020 

CbFbBo 



Worth Plant 


- 

- 

“ 


* 

0.550 

- 


10 

MOMOMA 

Clayton 

- 

770 

8 

0,054 

X 

ClFsBo 


South Plant 


- 

- 

- 



X 

- 


1 1 

MONROE 

Jasper 

1,366 

1,200 

3 


X 

0,072 

ShClFtrCpBo 




“ 

- 

“* 


** 

1.200 

- 


12 


UONTEZUUA 

Poweshiek 

1,4L6 

1,000 

8 


X 

X 

X 

ClFsBo 



MONTICELLO 

Jones 

3.L90 

2,500 

8 


X 

0,184 

ShQhCKmCmlFtrCpDfrhHoBo 

13 



*- 

- 

- 


- 

2.300 

- 


U 

MONTROSE 

Lee 

632 

375 

S 


X 

O.Oll 

Cs 



- 

- 

- 


“ 

0.370 



n 

MOULTON 

Appanoose 

773 

34G 

8 


X 

X 

ClFtnBo 




“ 




"* 

X 

0.185 

- 


\6 

MOUNT ATR 

Ringgold 

1,738 

X 

S 


X 

ShGhClFtrCpBo 


" 

- 



- 

2.150 

: o,2as 

- 


17 


MOUNT PLEASANT 

Henry 

7,33<! 

6,50C 

S( 

2 0 

.550E 

ShGhClFtflBo 




- 

- 



4.50C 



IH 

MOUNT VERNON 

Linn 

2,393 

l,50C 

s 


X 

0.223 

ShOhCnFthCiFsDfhrBo 


- 

- 

- 


- 

3.80C 

- 


19 

UOVILLB 

Woodbury 

1,136 

1,00G 

s 

0 

150E 

: X 

CsLa 




-* 

- 

“ 


• 

X 

- 


20 

MUSCATINE 

Muscatine 

20,99^ 

o 

o 

1 

1 c 


X 

- 

None 


NASHUA 

Floyd 

1,73^ 

I.IOC 

\ c 


X 

0,07fi 

ClFtrCpBo 


21 

- 

- 



- 

1,480 

“ 


22 

NEOLA 

Pottawattamie 

07C 

80( 

) s 


X 

0,043 

ClFtnBo 



- 

- 

- 


- 

0,87C 

- 


23 

NEVADA 

Story 

4,22j 

4,0DC 

1 8 


X 

0.160 

ShOhCiuFtrCpFsDhmrcptLsBo 


- 

- 


“ 

4,500 



If 

NEW ALBIN 

Allamakee 

643 

600 

t X 


X 

- 

None 


NEWELL 

Buena Vleta- 

89: 

73( 

) S 


X 

X > 

X 

ShClFtnCpBo 


23 

NEW HAMPTON 

Chickasaw 

3,436 

2,OOC 

1 3 


X 

X 

X 

ClFinCpBo 


2fi 

NEW LONDON 

Henry 

1,69^ 

1,60C 

1 C 


X 

0.10^ 

ShCpFtrCpDpBo 

27 



- 

- 


- 

3,00G 

- 


28 

«“ARON 

Mahaska 

l,0bj 




3.10< 

) 0,131 

1 ShCmFtrCpDJfpBo 


- 


E 


- 

1.26C 



19 

NEWTON 

Jasper 

13,381 


1 


X 

X 

GhClFtnCpBo 


Northwaat Plant 


- 


E 


- 

X 

- 


30 

NEWTON 

Jasper 

- 


E 


X 

3, IOC 

) SohQmKaCmFtrCmDJChrBo 

South Plant 




1 

-1 

- 

22.50C 

^ 




30 




INVENTORY OF MUNICIPAL WASTE FACILITIES 


.!NK 

NO. 

COMMUNITY, SEWRR 

nUAlN- 

AGK 
BASIN 1 

WATER- 

COURSn 

MILEAGE 



1 

y. 

ii 

a a 

REMARKS 

DISCHARGE 

TG 

MyAWniil 

OR 

SANITARY DISTRICT 
INSTITUTION 

Maj. 

^lin 

Sul) 


DIS- 

CHARGED 

WASTE 


9 

mi 


n 

12 


Dll 

15 

1 

UCLCMBR 

UM 


Ml,325-120E 

English Crsek to 

X 

5 




11 

- 

-x-x 

Dea Moines River 

30E 



2 

«ERRILU 

MR 

- 

U73a.3-22 

Floyd River 

400E 

0 




12 

- 

- 


400E 



5 

aroDLEroTfM 

UU 

- 

Ul,369.2 

Flint Creek to 

X 

ZSt, 




11 

- 

-x-x 

Ulssiaslppl River 

30E 

5 


4 

UILFORJO 

MR 

- 


Creek to LlttLo 






12 

- 

- 

Sioux River 

- 

- 


5 

UINPURff 

UU 

- 

«l,325-160B 

Dry Run to 

220E 

0 




11 

- 

•-X--X 

Raccoon Rlvor 

220E 

- 


6 

UINOBN 

UR 


UR604-50E 

Keg Creek to 

450 

7 




12 

“ 

** 

Miaaonrl River 

40 



7 

MISSOURI VALLEY 

UR 

- 

UR651-X-.X 

Willow Creek to 

3 ,2006 

) 




12 

- 

- 

nnvfjr River 

3.^00E 

- 


fi 

HITCHELLVILLE 

UU 

- 

Ml»325-170B 

Cainp Creek to 

900 

7 




n 

- 

-x-x 

Hea Moines 

900 

- 


9 

MONONA 

UU 

- 

Ul,572-^x-x 

Dry Crook to 

510B 

4 



North Plant 

8 


- 

Turkey River 

300E 



10 

MONONA 

UU 

- 

Ul,60U7 

Dry Creek to 

770E 

4 



South Plant 

G 

- 

-x-x 

Yo Mow River 

500G 



11 

MCNROB 

UU 

- 

Ul,360-135E 

Creek to Skunk Rlvor 

1,200G 

7 




11 

- 

-x-x 


120E 

- 


12 

MONTEZUMA 

UU 

- 

«l,36O-.00E 

Moon Crook to 

1,0000 

i 




10 

- 

-40E~x>‘X 

North Skunk River 

' lOOB 

- 


13 

MONTICELLO 

UU 

- 

Ml*5U.6-< 

Maquokota River 

4,100B 

r 




8 


65E 


4005 

* 


14 

MONTROSE 

UU 

• 

Ml, 330*9 

Mlaslsalppi Rlvor 

375S 

7 




U 

- 

- 


3iaE 

- 


13 

KOULTOM 

UM 


«1,287*-10B 

ilorth Foblus River 

550E 

5 




U 

- 

-80E 


lOOE 

■ 


16 

MOUNT AYR 

UR 


G142-41 

Middle Fork 

X 

9 




13 

- 

- 

Grand River 

X 

■ 


17 ' 

MOUNT PLEASANT 

UU 

- 

Ul,360-x-x 

Saunders Creek 

6,500E 

■ 




11 

- 



K6QOE 

■ 


18 

MOUNT VERNON 

UU 

- 

HU399-35 

Creek to Cedar Creek 


7 




10 

- 

~75E-x ! 


lOOB 

« 


19 

MOVILLB 

MR 

- . 

HR693.5-I5fi 

West Fork of 

i*050E 

4 




12 

“ 

-40E 

Little Sioux River 


- 


20 

MUSCATINE 

UM 

- 

UU419 

Mississippi Rlvor 

X 





10 

- 

- 


X 

- • 


21 

NASHUA 

UK 


MU399-35 

Cedar River 

1 , lOOB 

7 




10 


-165E 


200E 

- 


22 

NEOLA 

UR 


U622*3-26 

Mosquito Creek 

BOOB 

2 




12 

- 

- 


600B 

- 


23 

NEVADA 

UM 

- 

Ul,360-155B 

West Branch of 

X 

5 




U 

- 

-AOE 

Indian Creek 

X 

- 


24 

NEW ALBIN 

UM 

- 

Ml, 637 

Mlsslastppl Rlvor 

1C 

) 




6 

- 

- 


K 

- 


25 

NE9VELL 

UU 

* 

Ml,325-160E 

Creek to 

1,300G 

1 




11 

- 

-x-x 

Raccoon River 

200B 

- 


26 

NEW HAMPTON 

UK 

- 

Ml, 470*8 

[ireek to East Branch of 

c 

L 




8 

- 

"l60E-x«x 

Venntnlnlcon River 

BOOB 



27 

NEf LONDON 

UM 


MI,360-30E 

Aud Creek to Skunk River 

2,200E 

? 




11 


- 


200B 

- 


28 

NEW SHARCN 

UU 


«1,360-113E 

Dry Creok to 

inn 

7 




11 


- 

North Skunk River 

lOOE 

" 


29 

NEWTON 

UU 

- 

Ul,360-.150E 

Cherry Creek to 

4,000E 

1 



Northwiaat Plant 

u 

- 

-x-x 

Skunk Rlvor 

400E 

• 


30 

NEWTON 

UU 


Ul,360-130E 

Sever Creek 

12,OOOB 

7 



Rnnth Plant 

11 

" 

-x-x 


2. none 

- 



STATE 

1 YEAR 


IOWA 

1 wfia 

PAGE iQ Qf 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



NEITOH 

Soiithweab Plant 
NORA SPRtMOS 

NORTH ENGLISH 

NORTR800D 

NORWALK 


OAKLAND 


OCHBYEOAN 


ODE80LT 


CEL W Em 


ORANGE CITY 


OSKALOOSA 
Nnrth Plant 

OSKALOOSA 
PoiHih Plant 
OSS IAN 

Ninrtheaat Plant 
OSS IAN 

Northwaat Plant 
OSSTAM 

Southeast Plant 
OSSIAN 

Southwest Plant 
OTTUMIA 


OXFORD JUNCTION 


PARKERSBURU 


Pottafattaale 


Fayette 


Dickinson 


linneahiek 


Winnoshldk 


finneshUk 


Wapello 


PlyAouth 


0.L50 O.lBl 
2.739 
0,060 0,725 
2,000 

0.150 0,180 
2,193 

1,200 b b.lOOE 0,120 

1,500 

1,100 8 X 

650 S 0.020 X 

- - - X 

1,300 SC 0,130 0.1B7 

2.050 

8,000 5 0.900 0,950 

12.000 

1,200 S 0.200 0,250 

1.850 


3,000 J X 0,346 
5,300 

2,600 3 0.110 0.233 

3,000 


5,500 5 X 0.570 
6.500 

5,500 S 0,600 0,570 
6.500 

110 S X X 


I 


400 S 0,020 0.075 
0.940 


PAULLINA 


1 1 200 3 X 0.060 
1.200 

1,200 S 0.150 0.183 
















INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATH 

YUAR 


IOWA 

1962 

T>A(1K 11 of 16 




t NE\!T0M 

Southvtifit Plant 
2 MORA SPRINGS 

NORTH ENGLISH 

MORTHWOOD 

NORWALK 

^ OAKLAND 

7 OCHB/EOAN 

8 ODEBOLT 
OELWEttf 


ORANGE CITT 


OS K A LOOS A 
North Plant 

0SKAL003A 
South Plant 
ORSIAN 

Northeast Plant 
OSS IAN 

Northwest Plant 
Osar AN 
Southeast Plant 
23 OSS IAN 

Southwest Plant 
2^ OTTUliffA 

25 OXFORD 

26 OXFORD JUNCTION 
OXENS 
PANORA 
PARKERSBURG 
PAULLINA 



Ul,360 
-x-x 
Ml, 399- 
190E-X- 


Ml, 399 

190E-X' 

« 1,325- 

-lOE 

U560.8< 

70 


Ml, ^70. 
115E-X- 


Ml,470,l 

-65E-X-: 


-iSOE Cherry Creek to 
Skunk River 
-35- ShoLlrock River 

-X 

South Fork of 
Little Creek 

-'35-: Shellrook River 


150E Ditch to North River to 
Dee Molnea River 

•12-* West Nlghnabotna River 
uchoyodan Creek 

13- Odelbolt Creek to 
Msrilft River 

8- Otter Creek 

X 

l&OE Beaver Creek to 
Hes Molnea River 
Creek to Little 
Sioux River 

Q Walnut Creek 

X 

6 Monona-Harrlflon Dltoh 


M758,3-23 Crook to Floyd ftivor 
-15.5-11 

- Creek to Little 

- Sioux River 

Ml, 399-35- Sugar Creek to 
195E-X-X Cedar River 
Ml,325“l45E Branch of 
-x-x ffhitobreosb Creek 

Ml,360-U2B Creek to Skunk River 
-x-x 

MI,325-lt2E Creek to Doe Molnea River 
-x-x 

Ml,6Dt»7 Creek to Yellow River 
-x-x 

l(I|60l.7 Creek to Yellow River 
-x-x 

Ml, 601 .7 Creek to Turkey River 
-x-x 

Ml, 601, 7 Creek to Turkey River 

-x-x 

Ml,325-85E Des Moines River 

Ml,399-IOOB Ditch to Iowa River 

Ml, 470, 8 Wapaipinlcon River 

-50E 

- No effluent 

Mly325-160E Middle Raoooon River 
-40E-X-X 

Ml, 399-35- Beaver Creek to 

55E-15B Cedar River 

MR693.5-90E ttiU Creek to Little 
-x-x Sioux River 


2,000E 7 


1,200B 7 


I , lOOE 0 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 








Ocs’d 

Por 

TRIiAl’MliNT FACIUTIIIS 


COMMUNITY SUWKR 

OR 

SANITARY niSTRlcr 
INSmUTION 








COUNTY 

1960 

PofmUtion 

Rm inured 
Popular ion 
Served 

1 

>* 

v> 

ulS 

ui 2 

o ^ 

iS ^ Q 

15 R 
> <0 

Average 

DallypUiw 

MGD 

TRIiATMRNr 

LI 

N 





P.Il. 






^-<U3 

< 0 s 

( icon’s j 





3 

‘I 

D 

6 

7 

B 


PE III, A 

Main PUnt 

Uaricn 


2,500 

1 

X 

0.490 

7.400 

SmCCm]i:ci3FtrCmFtnCin0frDo 


?mA 

Qouthweat Plant 

Unrlon 


200 

1 

X 

0.043 

0.500 

ClFtrCpQo 


PERRY 

DaLIua 

6»ad2 

5,500 

9 

0.700 

0.750 

ShQmKnCraFtrDfrhBo 




“ 

- 

9 


8.500 



PETERSOM 

Clay 


600 

9 

X 

0.036 

ClFtrBo 




- 


9 

*• 

0.710 



PIERSON 

Woodbury 


400 

9 

X 

X 

ClFsBo 




- 


9 

- 

X 



PLAINFIELD 

Bromor 


400 

9 

X 

X 

Csip 




- 

- 

9 

- 

X 



PLEASANTVILLE 

Marlon 

1,025 

800 

9 

0.080 

X 

ClFtnBo 






9 

►* 

X 



POCAHONTAS 

Pocahontas 

2,011 

1,925 

9 

O.lOO 

0.227 

ShCmFtrDfrhBo 




- 

- 

9 

- 

3.300 



POMEROY 

Calhoun 

016 

700 

9 

0,050 

X 

CsFtnBo 




- 

•* 

9 

- 

X 



POSTVILLK 

Allamakee 

1,554 

1,300 

9 

0.090 

0.294 

SchKaCoFthCmFoDfril 80 





- 

9 

- 

2,700 



PRAIRIE CITY 

Jaaper 

943 

900 

9 

X 

0.065 

SmClFtrCpDo 




•* 


9 

“ 

1,200 



PUESTCN 

Jaokson 

019 

800 

1 

0.070 

X 

CsFaBo 


PRIUGHAH 

O^Brien 

1,131 

900 

1 

).060E 

0.135 

Lo 






9 

- 

1.350 



qUIMBY 

Chorokoe 

369 

330 

9 

X 

X 

Ca 





- 

9 


X 



REDFIELD 

Dallae 

966 

700 

1 

X 

- 

None 


RED OAK 

Uontgomery 

6,421 

6,000 

1 

0.550 

0.796 

SoOmwCmEtrCnDf h tDo 





- 

9 

- 

R.712 



REINOECK 

Orundy 

1,621 

1,400 

1 

X 

0.124 

1.050 

ShClFtrCpBo 


REUBEN 

Plymouth 

1,33B 

1,300 


0.065 

0.090 

ClFtnBo 





- 

9 

- 

1.400 



RICEVILLE 

UltohoLl 

098 

700 

« 

X 

X 

CsFaOo 


RICKETTS 

Crawford 

133 

100 

H 

X 

X 

X 

CiBo 




- 

- 

9 

- 

0,220 



RIPPEY 

Qreeiie 

331 

300 

9 

X 


Nono 

4 

RIVERSIDE 

Washington 

656 

500 

1 

X 

•* 

None 

2 

ROCK RAPIDS 

Lyon 

2,700 

2,000 


X 

0.300 

ShCmFtrCmDfhrBo 

2 



*• 

- 

- 


4.500 



ROCK VALLEY 

Sioux 

1*693 

1,100 

3 

1 X 

X 

CsFaDo 

2 

ROCKWELL 

Cerro Oordo 

772 

350 

S 

X 

X 

O.lOO 

CmFtnCpDapDo 

2 

ROCKWELL CITY 


” 


- 

- 

0.840 



Calhoun 

2,313 

1,910 

c 

X 

0.288 

OchahCirtFtrCpDfrBo 

21 





- 

- 

4.300 

.. 


ROLAND 

Story 

740 

600 

3 

X 

X 

CsFinDo 

2) 

ROLFS 

Pocahontas 

819 

700 

S 

X 

X 

X 

ClFsBo 

2$ 

RUTHVEN 

Palo Alto 

712 

700 1 

J 

0,100 

X 

0,181 

Lo 

W 

SAC CITY 


- 




1.253 



Sao 

3,354 

3,000 1 

3 

X 

0,200 

aohCnfkrCpDomrhBo 

JO 




** 



3,400 

Z L 



S'lAIT 

Yl-AR 

[H9 

IOWA 

1962 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

1 YEAR 


IWA 

1 1968 

PAc.n IS of 16 


tINE 

NO. 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN 

AGE 

WATER- 


RE (BOD) 




DISCHARGE 

TO 

UN- 

TREATED 

WASTE 


1 


COURSE 

MILEAGE 

c 

0 



.2 

IIEI 

m 

IHDHi 

12 

■■nHB 

ID 

tiu 

- 

Ul, 360- 120 c 

CraeU to Skunk River 

6,600EH 

7 

11 

- 

“ 


800E»* 


UM 


M1,325-130B 

Creek to Des Uolnes River 

X 

7 

11 


“ 


50E 

- 

till 

- 

UI,325-16QE 

Raccoon River 

8,000 

2 

11 




2.000 

.. 

NR 

*• 

BH693.5-95E 

Little Sioux River 

600 

7 

12 

- 



150 


UR 

- 

Mn693.5-90B 

Pieraon Creek to 

400 

2 

12 

- 

- 

l.l Itle Rtoux River 

300 


UM 

- 


ii&nd 

c 


10 

- 





UH 

* 

«1,325-120E 

Cole Creek 

eooE 

5 

11 

- 



100 s 

. 

DU 

- 

Ul,325-195E 

Ditch to Lizard Creek 

1,925B 

r 

11 


-40E 


500B 


UU 

- 

«1,325-160E 

Lake Creek to 

1,000B 

% 

11 

- 

-95E 

Raccoon River 

500S 


UM 

- 

111,601,7 

Sreek to Yellov River 


1 

6 

“ 

“35B 


250 G 

. 

UU 

• 

H1,323-129B 

Calhoun Creek 

900E 

7 

11 

■* 

- 


50B 

- 

UU 

- 

Ul»450B-x,x 

Copper Creak 

IflOOB 

t 

S 

* 

- 


lOOB 

M 

UR 

- 

11693. 5* 

f!:ast Branch of UiU Creek 

900 

r 

U 

- 

147-27-0 


50B 


UR 

12 

- 

11693.5-128 

Attlo Sioux River 

330E 

200B 


UU 

- 

Hl,325-160E 

MobquUo Creek to Middle 

700B 

) 

11 


-32B 

Raccoon River 



UR 

- 

H560.S-12- 

Eaat Nlahnabotna River 

6,700E 

7 

12 

- 

57 


600B 


UU 

- 

Ml, 399-35 

Olackhavk Creek to 

2,OOOB 

r 

10 

- 

-150E-IC-X 

Cedar River 

200B 


UR 

- 

H758,3- 

Deep Creek 

1,400B 


12 

*• 

32.9->I2 


400G 


UU 

• 

U 1,470 48 - 

Hapaiplnlcon River 

1,000G 


8 

- 

200E 


750G 


UR 

• 

U687p7-41- 

Creek to Bast Fork of 

100 

2 

12 

“ 

2.5-0 

Boldler River 

60 


UU 

11 

- 

U1,325-165E 

-x-x 

:reek to Raccoon River 

300E ( 
300E 

) 

UU 

- 

Ul,399-50E 

Engilah River 

500B 

) 

10 

- 

-15E 


500B 


UR 

7. 

- 

8384.7-45,1 

look River 

3,500E 

300B 

r 

UR 

7 

- 

8504.7-17,2 

>ry Run to Rock River 

1,500G 

800B 


UU 

- 

u 1,399-35 

seaver Dam Creek to tteet 

350E 

1 

10 


-125B-50B 

Pork Cedar River 

30B 


UU 

- 

U1,325-165& 

.ake Creek to 

2,090E 


11 


-x-x 

laocoon River 


UU 

- 

Ul,36a-I90E 

)ear Creek to Skunk River 

700B 

i 

11 


- 


170B 


UU 


Ul,325-2aOE 

’Hot Creek to West Fork 

700E 

{ 

11 

- 

-30E 

)ea Uolnea River 

400B 


UR 

- 

U693. 5-225 

^reek to Little 

1,200E 

f 

11 

■” 


Hoifx River 

150B 


UU 


U1,325-160B 

laoocon River 

3,300E 

f 

11 

~ 

-25E-90B 


600E 



REMARKS 


1 

2 

3 

4 

5 

6 

7 

8 
9 

10 

11 

12 
13 
U 

15 

16 
17 
IS 

19 

20 

21 

22 

23 

24 
23 


PELIA 

¥ain Plant 
PELU 

Souihvadt Plant 
PERRY 

PETERSOn 

PIERSOH 

PLAINPISLO 

PLEASANTVILLE 

POCAHONTAS 

iPONEROr 

POSTVILLE 

PRAIRIB cm 

iPRBStON 

PRIHOHAR 

iQUIMBr 

REDPIELD 

RED OAK 

REFNBECK 

REMSCNT 

niCKVILLG 

RICKETTS 

[RIPPET 

RIVERSIDE 

IROCK RAPIDS 

ROCK VAtXET 

ROCKVELL 


*Durlng canning scaaon. 


27 

28 

29 

30 


36 feoCKWELL cm 


ROLAND 

ROIFB 

RUTHVEM 

sAo cm 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


COMMUNITY^ SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


SAINT ANSOAR 

SANBORN 

SCHALLER 

SCHLGSVIG 

SCRANTON 

SEVyOUR 
East Plant 
SEYMOUR 

Southwest Plant 
SHEFFIELD 

SHELBY 

SHELDON 

SHELL ROCK 

SHENANDOAH 

SIBLEY 

SIDNEY 

SIGOURHEY 
East Plant 
SIGOURNEY 
South Plant 
GIOOURNEY 
West Plant 
SIOUX CENTER 

sroux CITY 

SIOUX RAPIDS 

SLOAN 

SOLON 

SPENCER 

SPIRIT UKfi 

SPRINOVriLE 

STACYVriLE 

STANHOPE 

STANTON 


Mitchell 

0»BrUn 

Sac 

CratXord 

Greene 

ffeyno 

fayne 

Franklin 

Shelby 

O'Brien 

Butler 

Page 

Oaoeola 

Praoont 

Keokuk 

Keokuk 

Keokuk 

Uour 

foodbury 

Buena Vista 

rood bury 

Johnson 

Clay 

Dickinson 

Linn 

Mitohell 
Natali ton 
Nontgoaery 


Estimated 

Populiiicn P<>pul«i«>> 
Served 



ICWA 


Des’d 

For 

Average 
Daily Flow 
MGD 
P.E. 

(icon’s) 

7 




PAGE 13 of 


TREATMENT 


1,01 

4 900 

S 0,08 

0 X 

“ 

- 

- 

X 

1,32 

3 1,335 

s X 

0.176 

“ 

- 


5.052 

89 

6 800 

S X 

X 

” 


- 

X 

78 

5 750 

s 0.09 

0 0.095 

- 

- 

- 

0.950 

86 : 

800 

S X 

0.069 

•* 

“ 

- 

1.270 

l,u^ 

630 

S X 

X 

- 


- 

- 

- 

200 

3 X 

X 

• 

“ 

- 

X 

1,156 

900 

3 X 

X 

* 

*• 

■ 

X 

533 

350 1 

B X 

X 

■ 

- 

- 

X 

4,251 

3,800 £ 

1 0.200 

’ 0,414 



- 

6.700 

1,112 

1,000 s 

1 0.090 

1 0.134 

- 

- 

. 

1.250 

6,567 

6,500 S 

1 X 



- 

- 

• 

2,852 

2,665 a 

1 0.500 

0.420 



- 

1.160 

1 , 05 ' 

90 C 

8 X 

0 . 06 £ 


•• 

- 

l.lOf 

2,387 

750 a 

* . ^ 

0 .Q 72 


- 

- 

1,200 

- 

100 a 

• X 

X 


CiPtnBo 


- - l.’soo 


4,?.40 ^ 

I 

0.087 sh 
KlOO ! 


8,875 

2,200 S 

0,300 


- 

.. 

89, 159 

80,000 S 

C 17,000 

*• 

- 

.. 

962 

900 S 

0.087 



.. 

704 

600 S 

X 

604 

600 S 

0.040 


- 


8,864 

8,300 SC 

1,500 

2,685 

( 8 . 000 ) 8 

X 

785 

700 S 

x 

588 

500 3 

0.025 

461 

400 S 

X 

514 

450 S 

X 

598 

550 S 

X 


- - 


1,142 

1,000 8 

O.lOO 


0.094 shOlPtrepBo 

0 .‘r 82 fOlPtrCpEcgBo 

ficOmwOamCtnFtoCaPt 
71-750 CmDtBoX 

See Iowa 

Great Lakes S. D. 
* ShClPthCpBo 

0.072 ShClPtrBo 
O.bOO ^ 


- - - -r- gjii 

0.750 . 

0.178 Shi 
3.036 . 


36 








INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATR 

YEAR 

lOVA 

196a 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


' SAINT ANSGAR 

^ SANBORN 

^ SCHALLER 

SCHIESWia 

’ SCRANTON 

^ SEYMOUR 
Eflat Plant 
^ SEYMOUR 

SouthTQat Plant 
® SHEFFIELD 

^ SHEUBY 

8HELB0H 

“ SHELL nOCK 

** EHEHANDC/IH 

•3 SIBLEY 

I'* SIDNEY 

'3 SIGOUnWEY 
Eaat Plant 
SIGOURNEY 
South Plant 

17 SIGOURNEY 
#eat Plant 

18 SIOUX CENTER 

19 SIOUX CITY 

20 SIOUX RAPIDS 

21 SLOAN 

22 SOLON 

23 SPENCER 
SPIRIT LAKE 

23 SPRINQVILLB 

2« STACYVIUE 

27 STANHOPE 

28 STANTON 

29 STANIfOOD 

30 STATE CENTER 



iDilEESI 


I - « 1,599-35 
f « ^200E 

[ - U758*3-72- 

- 14 

- M693.5-13- 

- 56-9 

- M6Q7.7-41- 

- 18 

r «1,325-160E 

- -25B-50E 

- Cl7a-40 

- C172-40 

- HI, 399-35 

- -150E-5QE 

- U560.Q-12- 

- 32-42 

- U758-3-74 

** Ml, 399-35- 

- l40E-x-)c 

- H360*8-12- 

- 27.2 

- BS 84. 7-28- 

- 5-39* I 

- M560.8-12- 

- 5 

- MI,360-75E 

- -x-x 

- K1,360-75E 

- -x-x 

- M1,360-75E 

- -x-x 

- U75B.3-23- 

- 28 

- M760 


M693. 5-191 


TurtU Creek to 
Cedar River 

Creek to Little 
Plrtvd River 

Creek to Maple River 

Eaat Fork of 
Soldier River 
Dry Run to North 
Raccoon River 

Shoal Creek to 
Charlton River 
Shoal Greek to 
Chariton River 

Bailey Creek to Woat 
Pork Cedar River 

Little Silver Creek 

Floyd River 

Shellrook Rlvor 

East Nlahnabotna River 

Otter Creek 

Dry Run to West 
Nlahnabotna River 

Ditch to North 
Skunk River 

Ditoh to North 
Skunk River 

Ditch to North 
Skunk River 

Woat Fork of 
Flnvd River 
Mlaaourl River and 
Plovd River 

Little Sioux River 


M737-7 Drainage ditch to 

Mlaaourl River 

Ml,399-75E Mill Creek to 

-x-x I.ekft UcHrlde 

M693. 5-227 Little Sioux River 


MRl, 470.8- 
x-x 

Ml, 399-35- 
145E-75B 

Ml, 360-170 


M523.5-21- 

42 

Ml,399-35-X 

-x-x 

M1,399-130E 
-x-x 


Creek to Little 
Siaitx River 

Creek to 

Wanatninloon River 
Little Cedar River 

Squav Creek to 
Skunk River 

Eaat Tarklo Creek 

Rook Creek to 
Wflnaintnloon River 

North Timber Creek to 
leva River 


45,000 
















INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


STORM LAKB 

Buena Vista 

STORT CITY 

Story 

STRATFORD 

Hamilton 

STRAWBERRY POINT 
North Plant 

Clayton 

STRAWBERRY POINT 

Clayton 

South Plant 


STUART 

Guthrie 

SUMNER 

Bremor 

SUTIIERUND 

O'Brien 

SWEA CITY 

Kossuth 

TABOH 

Freaont 

TAMA 

Taoa 

TOLEDO 

Taoa 

TRAER 

Tana 

TREYNOR 

Northwest Lagoon 

Pobtavattanie 

TREYNOR 

Southeast Lagoon 

Pottavattanie 

TRIPOLI 

Brener 

TROY MILLS 

Linn 

UNION 

fiardin 

UNIVERSITY PARK 

Johnson 

URBANDALE 

Polk 

URBANDALE 

Reaver Creek Plant 

Polk 

URBANDALE 

Denton Subd, 

Polk 

URBANDALE 

Windsor Hts. s* D. 

Polk 

UTE 

Konona 

VAIL 

Cravford 

VAN HORNE 

Benton 

VENTURA 

Cerro Gordo 


Estimated 

Population 

Served 


w 2 i Average I 
O iDailyFIow 

><o| PE. I 
•< P S (looo’s) 


TREATMENT FACILITinS 


TREATMENT 


PAGE 14 of U 


1.793 SoGnKmCfrPthCmFtr 
48.000 CmEotrOnifthBo 
X CsPbBo 


u.uvu K 
X 

0.030 X 

X 


0.100 X 

- X 


CsPtnCpLg 

CflPsBo 

ShClFsBo 

ClFaBo 


0.180 0.345 SoCoCPtrXPtnaCpDfrhBo 
3.980 ^ 


0.060 X 
X 


ClPtnCpBo 

ClFtnBo 

CsFaBo 


0.233 SoQhCnPtrCfflDfrhlloBp 
3.000 . 

O.au ClFtrCpCaBp 
2.500 - 

S’il! KmCmFtrCpDchrBo 

0.040 u 
0.400 ^ 


X 0.015 

0.150 ^ 

0.120 0,160 Lo 
1.620 . 

X 0.040 ciLs 
0.400 ^ 


^ - See Dee Holnea 

(thru Urbandale-Wlnador lito. 8 

0.400 0.438 ShCioFthrCpLoDoBo 

“ 4. BOO „ 

- a’ooo 

* “ See Dos Moines 

X 0.023 CaFsDo* 

0.460 ^ 


0,048 fihCiPtrCpBo 

0,600 ^ 

See Clear Lake S. D. 
X CsFsBo 

X M 

0.197 ScCDFtrCqiDfpBo 
2.114 .. 


0.300 0.571 1 SoKQCmDfrbBo 


wmu 

















INVENTORY OF MUNICIPAL WASTE FACILITIES 



1 STATE 

YEAR 




1 latA 

1962 

PAGR 14 of 16 


Une 

No. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRia’ 
INSTITUTION 

drain 

ACit 

UASIN 

WATER. 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E. (BOD) 

1 

BHOSH 

■ liltr.iidil 

i 

1 

HQ 


1 


9 

IQ 

Esa 

\wmamm 

12 

■KH 

in 

1 

STORM LAKE 

uu 

- 

Hl,325-160E 

North Raccoon River 

30,000 

n 



u 

“ 

-25E-120E 


2.000 


2 

STORY CITY 

uu 

- 

U1,360-I65E 

Skunk River 

1,300B 

4 



11 


- 


400B 

_ 


STRATFORD 

uu 

- 

U1,325-225E 

Dry Run to Boone River 

700E 

2 



11 


-*1C-X 


300E 

- 

*1 

STRATfBERRY POINT 

UM 

- 

Ml,572-25E 

Spring Creek to 

350B 

4 


North Plont 

Q 

- 

-x-x 

River 

lOOB 


S 

STRAWBERRY POINT 

UU 

- 

Ml ,260*8 

Creak to Maquoketa River 

1,0008 

4 


South Plant 

8 

- 

-90E~x-x 


400E 


6 

STUART 

UU 

- 

M1,325-160B 

Long Uranoh Creek to 

i,3ooe 

4 



LI 

- 

-50E 

Smith Raccoon River 

800E 

- 

7 

SUUNER 

UU 

- 

Ml, 47. 8- 

Creek to 

3,500e 

? 



8 


130E-10B 

nlnlcon River 

30OE 


a 

SUTHERLAND 

MR 

- 

U693.S- 

Waterman Creek to 

l,600E 

i 



12 

- 

167-8 

1.1 Ltle RIonx Rlvor 

500E 

. 

9 

Sm CITY 

UU 

- 

Ml,325-175E 

Mud Creek to Bast 

l,300B 

4 



11 


-5E 

Fork Oea Molnee River 

600E 

- 

iO 

TABOR 

UR 

- 

M590.5-16 

Plum Creek 

800B 

4 



12 


- 


600E 

.. 

1 1 

TAMA 

UU 

- 

Ml,399-130E 

Iowa River 

2,300E 

7 



10 

- 

- 


300B 


12 

TOLEDO 

uu 

“ 

Hl,399-125E 

Jeer Creek 

2,200S 

7 



10 

“ 

-x-x 


2006 


13 

TRABR 

uu 

- 

Ha399-35 

Kolf Creek to Cedar River 

2,000& 

7 



10 


•^95E 


3006 



TREYNOR 

UR 

- 

UR560.9- 

Drainage ditch to 

2506 

7 


Northwest Lagoon 

12 

- 

35E-25B 

SI Iver Creek 

206 


15 

TREYNOR 

UR 

- 

MR560.0- 

Drainage ditch to 

756 

7 


Southeast Lagoon 

12 

- 

35B-25E 

aiver Creek 

56 


16 

TRIPOLI 

UU 

- 

Ml, 470.8- 

Wapsiplnloon River 

l,400E» 

7 



8 


HOB 


lOOB 


17 

TROY MILLS 

UU 

- 

HRl,170.8- 

^apsiplnioon River 

2506 

7 



8 

- 

lOOE 


HOB 

, 

la 

UNION 

UU 

- 

Ha399-95B 

Iowa River 

500B 

1 



10 

- 



4006 

. 

19 

UNIVERSITY PARK 

uu 

1 “ 

Ul,360-x-x 

Spring Greek to 

3506 

4 



11 


- 

Skunk River 

3006 

- 

20 

URBANDALE 

uu 

- 


Uea Moines River 





u 

- 

- 


.. ■ 


21 

URBANDALE 

UR 

- 

«n 1,325- 

Beaver Creek to 

2,0006 

7 


Beaver Creek Plant 

ll 

“ 

-160E-IOE 

Des Moines River 

756 


22 

URBANDALE 

UU 

- 

Hl,323-160E 

West Branoh Walnut Creek 

X 

7 


Renton Subd. 

a 

- 

-x-x 

to Raccoon River 

X 


23 

URBANDALE 

uu 



Des Moines River 




Windsor Hta* 8« D. 

u 

- 

- 


_ 


24 

UTE 

MR 

- 

U687.7-41 

Soldier River 

350 

5 



12 

- 

- 


350 


25 

VAIL 

UR 

- 

U65a82-9. 

East Fork of Boyer River 

350 

0 



U 

" 

- 


350 


26 

VAN HORNE 

UU 

- 

x-x 

Dry Run to Prairie Creek 

450E 

7 



10 


- 


706 


27 

VENTURA 

UU 

- 

- 

Beaver Dam Creek to 


_ 



10 

- 


Ceadr River 

_ 


28 

VICTOR 

UU 

- 

Ul,399-95B 

Bear Creek 

8006 

4 



10 


-x-x 


2006 

- ■ 

29 

VILLISCA 

UR 

- 

U4B0.9- 

West Nodaway River and 

1,5006 

7 



12 

- 

120-0.1 

Middle Nodaway River 

1506 


30 

VINTON 

UU 


Ml,399'35- 

Cedar River 

4,5006 

2 



10 


105E 


3.0006 

■1 


REMARKS 


^^Inoludda oreanery* 


*Plant bypasoad due to defective pump* 


39 











INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 



Estimated 

Population 

Served 



IOWA 


Dcs'd 

For 

Average 

OailyFlow 

MOD 

P.E. 

(loop’s^ 


15 of 16 


TREATMENT FACILITIES 


TREATMENT 


Pott&vattaclie 


1|290 S 


Vaahlngion 


Cherokee 


5,500 C 


0*500 ShOniCaiFtrCaDfhllo 
12.600 . 


Blaok Havk 


71,755 65,000 S 21,000 9.600 (CoiFto)* SoQmOaKmCraFtr 

’ - - , 216.00 CmOfhLsBo 

3,369 3,500 S 0.300 x CsFtnCpBo 


WEBSTER CITY 


WEST BEND 


WEST BRANCH 


UataiUon 


fashlngton 


5,500 S 0.600 L.300 ScGnKaCmFtrCinOfhllo 

50.000 . 

7,000 S 0,700 0.500 shOhCraFthCnjFthCinDfrhBo 

10.000 ^ 

950 S 0.060 0.151 s Gh{CtnDcrar)FthCciBo 

- - - 1.040 

700 5 0.070 0.094 ShClFtrCpBo 

1.020 » 

W S X 0.050 ciPtrCpBo 

0.750 ^ 


WEST BURLINQTON 


WEST DES MOIRES 


WEST LIBERH 


WEST POIKT 


WEST UNION 
North Plant 

WEST UNION 
South Plant 
WHAT CHEER 

WHITTEHORE 

WILLIAMS 


Fayette 


Fayette 


Hamilton 


2^560 (1,200) 3 X 

11,949 (4,000) S X 


Nona 

(Thru Burlington sewere) 
See Des Moines 


2,000 S 0.200 0.200 ShCciFtrCpDoahrBo 

3.700 ^ 

® * 0.032 ClPtrCpBo 

- - - 0.700 „ 

300 S X 0.053 (jiBo 

0.430 . 

650 8 0.060 0.06S soCiFtrCpBo 

0.634 _ 

1,600 8 O.UO 0.185 5oClCFtr3CFtnDDcrhptBo 

- - - 2.500 _ 

800 S X 0.090 ShCiFtrCpBo 

1.500 « 


700 S 0.140 0.147 


SmCmFtrCpDfhBo 


WILLIAMSBURQ 


WINDSOR HEIGHTS 


WINTER3ET 


Muscatine 


Buchanan 


1,300 S X 0.076 ShCmFtrCoDcpBo 

- . - - 1.977 « 

1,700 5 0.200 0.270 SoQh(CpDop)FtrCmBo 

- - - 3.600 « 


4,715 (1,000) 5 X 


810 S 0.050 X 

“ - X 

3,000 S X X 


See Des Moines 

(thru Urbandale-Windaor Hta. S. D.) 
ShCsFtrCpBo 

ShOhCmFtnDonpBo 


649 600 a 0.070 0.070 ShapClPtrCpBo 

0.850 - 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


LINE 

NO. 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

9 

DRAIN 

AGE 

HAS1N 

WATER. 

. COURSE 
MILEAGE 

IK 

1 

|[I7f 

1 

WALCOTT 

li 

■ UmI. 

91 

111,399-35- 



6 

- 

x-x 

2 

WALL LAKE 

UF 

- 

«65Ut07 



15 

1 . 

- 

3 

WALKirr 

Mr 

- 

M560.8-12*- 



12 

- 

7-5 

4 

WAPELLO 

m 


M1,399“25E 



10 

- 

- 

5 

»ASHrRGTOf< 

UH 

.. 

Ul,360-50B 



11 

- 

-x-x 

6 

WASHTA 

MR 

- 

11693.5-121 



12 

- 


7 

WATERLOO 

U& 

- 

Ul, 399-35 



IC 

- 

-.L35B 

fl 

WAUKON 

UH 


Ml, 627.6 



6 

- 

-55B 

9 

WAVERLY 

m 

- 

HI, 399-35 



10 

- 

-150B 

10 

WEBSTER CITY 

UH 

- 

M1.325-225E 



11 

- 

-x-x 

11 

WELLMAN 

UM 

- 

Ul,399-50B 



10 

- 

-x-x 

12 

tfELLSBURQ 

UM 


x-x 



10 

- 

- 

13 

WEST BEND 

uu 

. 

K1,325-250E 



11 

- 

-x-x 

t4 

WEST BRANCH 

UM 


x-x 



10 


- 

15 

WEST BURLINGTON 

UM 





U 

- 


Id 

WEST DE3 MOINES 

UM 





11 

- 

- 

17 

WEST LIBERTY 

UM 

_ 

X-X 



10 

- 


IS 

WEST POINT 

UM 

. 

Ml, 341, 5 



U 

- 

-x-x 

19 

WESTS IDE 

HR 


U651-B2-16 



12 



20 

WEST UNION 

UU 


HI, 572, 5 


North Plant 

B 

- 

-15E-35B 

2 \ 

WEST UNION 

UM 


Ml, 572, 5 


South Plant 

8 

- 

-15E-35E 

22 

WHAT CHEER 

UU 

- 

MI.360-65E 



11 

- 

-50E-X-X 

23 

WHinEMORE 

UU 


Ml, 325- 



11 


275E-X-X 

24 

WILLIAMS 

uu 

- 

Ul,360-200B 



n 

* 

- 

25 

WILLIAMSBURG 

UM 

... 

x-x 



10 

- 


26 

WILTOxV 

UM 

- 

Ml *399-35 



10 

- 

- 

27 

WINDSOR HEIGHTS 

uu 


_ 



11 


- 

28 

WINFIELD 

UM 


x-x 



11 

- 

- 

29 

WINTERSET 

UN 


X 



11 



30 

WINTHROP 

UM 

- 

Ul,470.8 



8 


-x-x 


STATE 

YEAR 


ICWA 

196s 

15 of 16 


UlSCHARGE 

TO 


P.E. fBOD) 


UN- 

TREATKD 

WASTB 


DIS- 
CHARGED 
WASTE 


REMARKS 


12 


13 


Mud Creek to Cedar Rtver 

Boyer River 

jWatnut Creek 

owa River 

West fork of 
^t'ftoked Creek 

Little Sioux River 

Cedar River 

Ipaiet Creek 

jCedar River 

Boone River 

Smith Creek 

South fork of 
Ruevor Creek 

IPrairle Creek to West 
|fork Dee Moines River 
Aapsl Creek 

Mississippi River 

Bee Moines River 

Wapsl Creek 

BevUs Creek to 
Misstftftinni River 

Mill Creek to 
Rtver 

Beaver Creek 

Beaver Creek 

Coal Creek to 
wnrth Skunk River 

Lotts Creek to Bast fork 
Bee Moines River 

Creek to Skunk River 


Old Man Creek to 
Towa River 

Mud Creek to 
River 

Bee Moines River 


Bast fork of 
Creek 


Buffalo Creek to 
Wendi nintcon River 


450e 

400B 

700E 

6Q0E 

600 

200 

l,300B 

1.300E 

lOtOOOB 

l.OOOE 

3ioe 

200E 

650,000 

80,000 

3,500E 

l.OOOE 

SO.OOOE 

7.000B 

8,000B 

2.000E 

2,500B 

830B 

900B 

lOOE 

l,000E 

lOOE 

l,500E 

800B 


3,000B 

400S 

600E 

aoofi 

300 

200 

700S 

70B 

2, loos 
400E 
800E 
300E 

2,000B 

200B 

600B 

loos 

2,000S 

200B 

3,200B 

320S 


935E 

lOOE 

3,OOOS 

eooB 

800B 

BOB 


^Industrial v&ste pretroatmant 
units. 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


COMMUNITY^ SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


fOOOBINB 

lOODIARD 

CEDAR RAPI03 
Col. T«n. High Sch. 
CHEROKEE 
State Hospital 

COONCrL BLUFFS 
Sohool for Deaf 
tLDORA 

School for Boys 
FORT ICADISOH 
State Penitentiary 
OLEHIOOD 
State Hospital 
rHDEPENDENCB 
Health Instliuta 
KNOXVILLE 

Knoxville Vet. Hosp. 
MOUNT PLEASANT 
Health Institute 

OAKDALE 

T. 8« Ssnltarlua 
ROCKWELL CITY 
Wonena Reformatory 
VOODTARD 
State Hospital 


Harrison 

Dallas 

Linn 

Cherotee 

Pottavaitamle 

Hardin 

Lee 

Mills 

Buchanan 

Marlon 

Henry 

Johonson 

Calhoun 

DalUa 


1960 

Population 

Eitifnated 

Population 

^rved 

3 

4 


& 

u,2 

O ^ 

> < 0| PE. 

< O (lOOO^s) 


1962 page 16 of 


TREATMENT FACILITIES 



0.080 0,097 Lo 
0.965 - 


0,010 CsFs 

0.500 (subsurface filter) 

ShffiCfflPtrCpDfrhBo 

2.000 ^ 


ScOhCnFtrCpDfrhBo 

0*6!qB ^ 


X 0.285 ScCmFtrCpDfrhBo 

2.200 . 

ShOhCoFtrDfhrflo 

* 3.380 

0.29B X ShCpPtnCpEgDopBo 


S.’j^ StShQhCnFlrCpDfhHoBo 

0.094 0.U3 SoOhKnxCoFtrBogOfhBo 
” 1 . 125 _ 


* ?■?!? SnCBFtrCpEgDtrhBo 

• i«o 25 















INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATE 

YKAR 



IOWA 

1962 

PAtiP, 

16 of 16 



COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


innffiTi 


1 KOODQINS UR 

12 

2 tfOODTARD UU 

ll 

3 CEDAR RAPIDS UK 

Col, Two. Hl^h Sch. 10 

4 CKEROKES «R 

State Hoepltal 12 

’ COUNCIL 8LUFFS UR 

School for Deaf 12 

6 ELDORA U« 

School for Boys 10 

7 FORT MADISON UU 

Stats Penitentiary 11 

8 OLENWOOD UR 

State Hospital 12 

9 INDEPENDENCE OU 

Health Institute 8 

KNOXVILLE UM 

Knoxville Vot. Hoap, Ll 
HOUMT PLEASANT UU 

Health Institute ll 

12 OAKDALE UM 

T. B. Sanitarium 10 

13 ROCKWELL CITY UM 

Wftmftns Reformatory 1 1 

WOODWARD UU 

State Hospital 11 

15 

16 

17 

16 

19 

20 


21 

22 

23 

2 '< 

25 

26 

27 

28 

29 

30 


WATER. 

COURSE 

MILEAGE 

DISCHARGE 

n 

12 


11651-46 

Boyer River 

«l»325-x-x 

Ditch to Dee Uoinea River 

111 , 399 - 33 - 

-x-x 

Hoosier Creek to 
lows River 

M693. 5-144 

Little Sioux River 

M622,3-9 

Mosquito Creek 

Ml,399-155E 

-x-x 

Beaver Creek to 

Iowa River 

Ml, 368 

Klaslsalppi River 

U604.5-U 

Keg Creek 

Ml, 470.8 
-U5E 

ffapslplnlcon River 

Ul,323-95B 

-x-x 

White breast Creek to 

Des Moines River 

Hl,360-x-x 

Big Creek to Skunk River 


X Ditch to Clear Creek to 

- Iowa River 

Ul«32^->l&^E Creek to Raoooon River 

-x-x 

* Creek to Dea Moines River 
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INVENTORY 


Comniunity or facility 
providing sever service 

BUniilNGTON 

CEDAB HAPIDB 

CIEAR XAKE S.D, 

DAVENPORT S*D. 

DE5 MOINES 

IOWA CITY 

IOWA GREAT LAKES S»D, 


OF MUNICIPAL WASTE FACILITIES 


STATR 

YEAR 


IOWA 

1962 

PAGE Of i 


ComraunltieB and/or 
facilities served 

West Burlington 

Marlon 

Ventura 

Bettendorf 

Urbandale (thru Urbandale Windsor Hgts.S,D,) 
Urbondale-Windsor Hgts, S.D. 

West Des Moines 

Windsor Hgts. (thru Urbandale Windsor Hgts.S.D,) 

Coralvllle 

Arnolds Park 
Milford 
Okoboji 
Orleans 
Spirit Lake 


URBANDAIE-WnrosOR HGTS. S.D. 


Urbandale 
Windsor Hgts. 



The data for this State hove been collected 
with the helpful cooperation of the: 


Kansas State Board of Heolth 
Division of Sanitation 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY^ SEWER 

OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

lf>60 

Population 

Estimated 

Population 

Served 

s 

fi 

>* 

(A 

mW 

>^yi 

-«y} 

^ . 

Des‘d 

TREATMENT FACILITIES 

For 

TREATMENT 

U.S 

o ^ 

< ^ 

Li Q 

Average 

DailyFlow 

MGD 

Qj 

< o s 

P,E. 

(lOOO's) 


mamammi 

3 

d 

4 

6 

7 


abilsnb 

Oicklnsoa 

6,746 

6,700 

s 

1.200 

0.600 

ShOpApCnDOQhBo 



•* 

- 

- 



- 

ALBERT 

Barton 


200 

8 

O.OIOG 

0.030 

Lo 



- 

- 

- 

- 

0.300 


ALUA 

VabunBse 

B38 

800 

s 

O.OBOE 


ShClFtrCpDoBo 



- 

- 

- 

- 

l.OOO 

- 

ALUENA 

Norton 

350 

550 

s 

O.ObOE; 

O.lOO 

ShClPtrCpBo 




- 

- 

- 


_ 

ALTA VISTA 

Wabunoee 

400 

350 

S 

0.030E 

0.060 

Lo 




- 

- 

- 

0.600 


ANDALB 

Sodjirlok 

432 

420 

s 

0.040E 

0.050 

ShClFtrCpBo 



- 

- 

- 

- 

0.500 


* ANDOVER 

Butler 

186 

1,090 

s 

oaooB 

0.120 

Lo 



- 

- 

- 


1.200 

(New plant under oonatruotlon) 

ANTHONY 

Harper 

2,744 

2,740 

3 

0,280B 

0.350 

ShCfliFtrCinDfhrBo 



- 

- 

- 

- 

2.800 


AROONIA 

Suaner 

553 

550 

s 

0,060E 

0,070 

ShClFsBo 



- 

- 

- 

- 

0.550 

- 

ARKANSAS CITY 

Colley 

14,262 

14,250 

s 

1.400E 

2.000 

SgOnCa) F the m D f r t B 0 



- 

• 

- 

- 

32.500 

. 

ARLtNQTOH 

Reno 

466 

420 

s 

0.040E 

0.050 

BhClFtrCpBoLo 



- 

- 

- 

- 

0.650 

- 

ASHLAND 

Clark 

1,312 

1,250 

s 

0.090G 

0.130 

ShCiFtrCpDo 




- 

*• 

- 

2.000 

- 

ATCHISON 

Atohlaon 

12,529 

13,000 

sc 

X 

- 

None 




- 

i 

- 

- 

(Hew plant under oonstruetton) 

AHICA 

Harper 

845 

800 

9 

0.080S 

0,040 

ClFeBo 



- 

- 

- 

* 

0.650 

- 

ATiOOO 

Rawlioa 

1,906 

1,900 

3 

O.190E 

0.250 

ShLo 



- 

- 

- 

- 

2.500 


AUGUSTA 

Butler 

6,434 

6,400 

s 

1.000 

1,450 

ShOhCffiFtrCnDortBo 



- 

“ 

- 

- 



AXTELL 

Harahall 

493 

500 

s 

0.030B 

0,040 

ShCiFtrBo 



- 

- 

- 

- 

0,670 


BALDflN cm 

Douglafl 

1,877 

1,870 

3 

0.150B 

0.160 

ShCnFtrCpDoptBo 



" 

- 

- 

- 

2.940 


BAXTER SPRINGS 

Cherokee 

4,498 

4,500 

s 

0.450E 


None 



- 

“ 

- 

- 

- 

(Lagoons under oonatruotlon) 

DAZING 

Neea 

429 

400 

1 

0.040E 

0.040 

CiFsBo 



- 

- 

a 

“ 

0.150 

- 

BBLLB PUINB 

Sunner 

1,579 

1,570 

8 

0.160G 

0.200 

ShCnFtrCpDopBo 



- 

“ 

B 


wgtM*] 

- 

BELLEVILLS 

Republio 

2,940 

2,900 



0.400 

SohCmPtrCpDcrtBo 



- 



■I 

4.000 

- 

BELOIT 

Nltohell 

3,837 

3,600 


■■ 

0.500 

SohOhCioDoptBo 




- 

- 

- 



BENNINGTON 

Ottawa 

535 

510 

S 

0.050E 

0.040 

ShClFtrCpBo 



- 

- 

-* 

- 

0.400 


BENTON 

Butler 

452 

400 

s 

0.040E 

0.090 

ShClftrCpLoBo 



- 


- 

- 

0.900 

- 

BIRO CITY 

Cheyenne 

678 

650 

a 

0.060B 

O.lOO 

ShClFtrCpBo 



•* 

- 

* 

- 


- 

BISON 

Ruah 

291 

300 

3 

0.030E 

0.040 

ShClFtrCpBo 



- 

- 

« 

- 

0.375 


BLUE RAPIDS 

Narahall 

1,426 

1,250 

3 

0.090E 

OiSOO 

ShClBo 



- 

- 

- 


2.000 


BONNER SPRINGS 

Wyandotte 

3,171 

3,120 

3 

0.3003 

0,520 

SohOhCfflDfpBo 



- 

- 

• 

- 

5.570 

- 

DREffSTER 

Thosiae 

317 

300 

3 

0.030E 

0,040 

ShClLofio 



- 

- 


- 

0.400 

- 


¥> 


STATE 

YEAR 


KANSAS 

1962 
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LINK 

NO. 

COMNIUNITY. SF.WHR 

AGE 

EIASIN 

WATER* 

COURSE 

MILEAGE 

DISCHARGE 

TO 

p.n. nioDi 

OR 

SANITARY DISTRICT 

Maj. 


UN- 

TREATED 

WASTE 


INSTITUTION 

Yin 

Suh. 



DIS- 

CHARGED 

WASTE 


9 

10 

IQa 

11 

12 


1 

ABILENE 

UR 

X 

KR169,2- 

Smoky HIU River 

9,800B 



11 


64.6 


vieooE 

2 

ALBERT 

SU 

2 

X 

AQ68-26 

Walnut Creek 

200E 

3 

ALKA 

UR 

X 

KlOl. 5-18.0 

UlLi Creek 

X 

800B 



11 

*■ 

- 


200E 

4 

ALUEMA 

UH 

X 

KL169.2- 

Prairie Dog Creek 

500E 



11 

- 

239.8-49.6 


150E 

5 

ALTA VISTA 

UR 

X 

KlOO-45 

Timber Creek 

33 OE 



U 

- 

- 


X 

6 

Ai^DALG 

SM 

X 

A739-55 

A dry creek to 

420E 



2 

- 

- 

Cowskln Creek 

130E 

7 

* ANDOVER 

SU 

X 

A760-17 

Dry tributary and 

1,090E 



2 

- 

- 

Arkansas River 

X 

a 

ANTHONY 

SU 

X 

A638-20-27 

Spring Creek 

2,700E 



2 

- 

L44-2 


800E 

9 

AROONIA 

SU 

X 

A638-20 

Chlkaskla River 

550B 



2 

- 

R27-37 


240E 

10 

ARKANSAS CITV 

SU 

X 

A705 

Arkansas River 

Ut250B 



2 

- 

- 


2.900S 

Ll 

ARLINGTON 

SM 

X 

A736-R54 

North Fork of 

420B 



2 

- 

-43-4 

Nlnnesoah River 

45C 

12 

ASHLAND 

SU 

X 

C236-12 

Boar Creek 

1,250B 



7 

- 

- 


3 LOS 

13 

ATCHISON 

UR 

X 

U434.8 

Uiesourl River 

30,000 



12 

- 

- 


30.000 

14 

ATTICA 

SU 

X 

X 

Dry Branch 

800B 



2 

- 

- 


300B 

15 

ATWOOD 

UR 

X 


Beaver Creek 

1,900B 



11 

- 

- 


l,200B 

16 

AUOUSTA 

SU 

X 

A703.6- 

Whlteeater River 

8,500B 



2 


76.3-0.4 


1 . BOOB 

17 

AXTELL 

UR 

X 

KU2. 5-48.1 

Tributary to BUok 

500B 



11 

- 

-24.4-L6.3 

Vermillion River 

160B 

iS 

DALDVIN CITY 

UR 

X 

0390-10-15 

Tavy Creek 

1,870B 



4 

- 

- 


190E 

19 

BAXTER SPRINGS 

SU 

X 

N140-22 

Spring River 

4,500B 



4 

- 

- 


4.500B 

20 

BAZINE 

8U 

X 

A873.5-76 

Walnut Creek 

400B 



2 


- 


200B 

21 

BELLE PLAINS 

8U 

X 

A737-12 

Nlnnesoah River 

l,570E 



2 

*• 

- 


470E 

22 

BELLEVILLE 

NR 

X 

KL169.2- 

Tributary to Salt Creek 

2,900B 



11 


90.7-20.4 


820B 

23 

BELOIT 

UR 

X 

KR169.2- 

Solomon River 

4,800E 



11 

1 

85.4-130.6 


3,400S 

24 

BENNINGTON 

UR 

X 

KR169.2- 

Solomon River 

5 IOE 



11 

- 

85.4-38 


1608 

25 

BENTON 

SU 

X 

A703.6-94 

Tributary to Walnut River 

4008 



2 

- 

-16-3 


X 

Z6 

BIRD CITY 

UR 

X 

X 

Tributary to Beaver Creek 

6508 



11 

- 

- 


195E 

27 

BISON 

SM 

K 

A863-38-5 

Dry Creek 

300B 



2 

- 

- 


40E 

2S 

BLUB RAPIDS 

UR 

X 

K142. 5 - 59.5 

61g Blue River 

1,2508 



IL 

- 

- 


7508 

29 

BONNER SPRINGS 

MR 

X 

K20.2 

Kaneas River 

4,4708 



11 

- 

- 


2.2008 

3b 

BREWSTER 

UR 

X 

KL169. 2-258 

South Pork of 

3008 



11 

- 

-107,8-78 

Senna Creek 

60B 


•KU69,2-258*0-l2.3-135.7 


47 




INVENTORY OF MUNICIPAL WASTE FACILITIES 








Dcs’d 

COMMUNITY^ SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 




* 


For 

COUNTY 

I960 

Population 

Estimated 

Population 

Served 

V 

V 

t>i 

wji 

yt 

«3 

o ^ 

5 >* 

Average 

DailyFlov 

MOD 




><L 
< D 2 

P.E. 

(lOOO’i) 

1 

2 

3 

4 

5 

6 

7 

BUCiaiN 

Ford 

752 

720 

3 

0.060E 

0.070 





- 

- 

1.000 

BUBLCa 

Reno 

683 

950 

3 

).090E 

0.120 



- 

* 

- 


1.200 

BURLINGAME 

Osage 

1,151 

1.000 

3 

0.070E 

0.080 



- 

- 

- 


1.500 

BURLINGTON 

Coffey 

2,U3 

2,100 

S 

0.150E 

0.320 



- 

- 

- 


3.570 

BURNS 

Marlon 

314 

450 

> 

).050B 

0.070 



- 

- 

- 

- 

0,700 

BURRTCN 

Harvey 

774 

770 


)«090E 

0.090 



- 

- 

- 

. 

6.900 

BUSNTON 

Rice 

499 

475 

3 

0.040E 

0.070 




- 

- 

- 

0.700 

Bim^ER COUNT! 

S. D. # 2 

Sutler 

- 

(310) 

5 

)*030E 

- 

BITTLER COUNTY 

S. D, # 3 

Butler 

- 

(250) 

S 

3.020B 

- 

butler coum 

S. D« # 4 

Butler 

- 

(100) 

! 

O.OIOE 


BUTLER COUNT! 

S. # 5 

Butler 

- 

165 


O.OlOE 

0.060 



* 



— 

0.600 

CALDYELL 

Susner 

1,783 

1,750 

3 

0.190E 

0.300 

CANET 


- 


> 

- 

2,400 

Montgoaery 

2,682 

2,500 

S 

0.2505 

0.350 

CANTON 


- 

- 



3.500 

McPherson 

764 

700 

i 

).060B 

0.050 

CEDAR VALE 


* 

•* 

- 


0.600 

Chautauqua 

859 

600 

s 

0.0605 

0.060 

CHANUTE 


“ 

“ 



0.300 

Neosho 

10,849 

10,000 

3 

X 

1.460 

CHAPMAN 


- 

- 

- 


13.200 

Dickinson 

1,095 

1,050 

s 

0.0905 

0.090 

CHASE 

Rice 

922 

700 

s 

0.0605 

1.200 

O.lOO 

CHASE MANOR 


- 

- 

- 


2.000 

Johnson 

400 

o 

o 

s 

X 

0.050 

CHENEY 

Sedgvlck 

1,101 

1,000 

s 

0.1005 

0.500 

0.200 

CHEBRIVALE 



- 

- 

* 

2.000 

Montgomery 

2,783 

2,600 

3 

0.2505 I 

0.250 

CHETOPA 

Labette 

1 1,538^ 

1,500 

i 

).0805 

4.500 

0.230 

CIMARRON 

Gray 

M13 

1 

1 

S 

0.0705 

1 1.920 
0.250 

CLAFLIN 

Barton 

891 

CO 

1 

S 

3.0905 

1.500 

0.070 

CUT CENTER 

Clay 

4.613 

4,400 

S c 

).430E 

0.550 

0.900 

CLEARIATER 

Sedgvlok 

1,073 

1,100 

s c 

).U05 

9,000 

0.060 

CLIFTON 

Washington 

746 

600 

3 c 

1.0505 

l.OOO 

0.040 

CLTDE 

Cloud 

1,025 

960 S 

t 0 

1.0805 

0.520 

O.UO 

COFFETVILLB 

Montgomery 

17>382 

18,000 

i 

2.600 

laoo 

3.000 

COLA! 

Thomas 

4,210 

4,000 a 

1 0 

" i 

.4005 

10.000 

0.500 

5.000 


STATE 

YEAR 

— 

KAJNBAB 

196 a 
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TREATMENT FACILITIES 


TREATMENT 


LINE 

NO 


8 


CirtrBo 

ShClFtrCpBo 

ClFtrCpBo 

ShCaFtrCmDoptZxBoXd 

la 

ShCoFtrCpBo 
ShClFtrCpQo 
See Andovor 
See Andover 
See Andover 
Lo 

ShClFtrCpBo 

ShOhCoFtrCoDhortBoo 

ClFtrCpBo 

ClFtrCpBo 

ShOhCiaFtrCffiDchrBo 

X 

ShClFtrCpBo 

ShCpAoCpAcCpDop 

ScCmFtrCpDotBo 

ShCiFtnCpLoDqptBo 

Lo 

ShClFtrCpBo 

ShClFtrLoBo 

OhCoCohprtBo 

ShClFtrCpLoBo 

ClBo 

Lo 

8haiiiC«FthCiaFthCinDohrtBo 

SohOhCnjFtrCtnDchoprtBo 


1 

2 

3 

4 

5 

6 

7 

8 

10 

11 

12 
U 

u 

II 

1$ 

17 

Ifl 

19 

20 

21 

22 

21 

24 

2h 

26 

27 

28 

29 

30 















INVENTORY OF MUNICIPAL WASTE FACILITIES 







LTNIi 

NO. 

CO^fM UNITY. SBWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN. 

AGE 

BASIN 

WATER* 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E. (ROD) 

1 

2 

UN- 

TREATED 

WASTE 

Maj 

.Min 

Suh. 

c E 
,2 g 

C-C 

REMARKS 

DIS. 

CHARGED 

WASTE 


9 

IQ 


1! 

12 

13 

Cl 

15 

1 

QUCKLIN 

SI^ 

z 

X 

Battlesnake Craek 

720E 

m 




2 

• 

“ . 


280E 

5 


2 

BUilLtR 

SU 

X 

A774,5-62.0 

Little Arkansas River 

950E 

7 




2 


- 


230E 

- 


3 

QURLINOAUE 

HR 

X 

0424.7.^30-4 

SwitzUr Creek 

o 

3 

5 




14 

- 

- 


300E 



4 

BURLTMQTON 

SU 

X 

N337 

TIeosho River 

2,400E 

7 




4 

- 

- 


500B 



5 

0UR4V$ 

SU 

X 

N383-93 

Ury tributary of 

450G 

7 




4 

“ 

-IS-x 

Avery Creek 

X 



6 

BUnRTCN 

St 

X 

A774.5-30 

Klalva Creek 

770B 

5 




2 

- 

-7.4-9. 4 


290e 



7 

DUSIITON 

SU 

X 

A821-56-7 

Tributary to Plum Creek 

475E 

7 




2 

- 

- 


95B 



R 

BUTLER COUNTT 

8U 

X 

- 

Dry tributary 





S. D. # 2 

2 

- 

- 

Arkansas River 




9 

BmER COUNT? 

SU 

X 

- 

Dry tributary 

_ . 




8. 0. # 3 

2 

" 

- 

Arkansas River 




10 

BUTLER COUNT? 

SU 

X 

- 

Dry tributary 





S. D« # 4 

2 

- 

- 

Arkansas River 

* 



11 

BUTLER COUNT? 

SU 

X 

A703.6-91 

Tributary of 

I65E 

7 



S* 0. 5 

2 


- . 

Walnut River 

X 



la 

CALD2IELL 

8H 

X 

A63B-n20 

faU Creek 

lt730B 

7 




2 

- 

L4B-iO-4 


350E 



u 

CANS? 

SM 

X 

X 

Little Caney Creek 

2*500B 

7 




3 

- 

- 


400B 

. 


14 

CANTOR 

Sk 

X 

X 

Tributary to 

700B 

4 




4 

- 

“ 

Cottonwood Creek 

200B 

* 


15 

CEDAR VALE 

SH 

X 

V7a.3- 

Cedar Creek 

600B 

4 




3 

- 

132.5-3.0 


300E 



16 

CflANUTE 

Sk 

X 

N270 

Heosho River 

lO.OOOB 

7 




4 

- 

, - 


2,^00B 

- 


17 

ClIABRAR 

UR 

X 

KR169*2- . 

Smoky Hill River 


7 




U 

- 

37.8 





18 1 

CHASE 

SU 

X 

A8l3.3-53,7 

Spring Creek to 


7 




2 

- 

-4.2 

Cov Creek 




19 

CHASE IfANOR 

UR 

X 

K3.2-10 

Turkey Creek 


7 




IL 

- 

- 


230E 



20 

CIIENE? 

Sk 

X 

A737-59 

Ninnesoah River 

l^OOOB 

^7 


1 

1 


2 

- 



200B 

- 


21 

CHERRrVALB 

SU 

X 

V190.9-8- 

Dry tributary to 

2,600B 

5 




3 

- 

0.8 

Drum Creek 

650E 



22 

ClICTOPA 

SU 

X 

N170 

Neosho River 

l,500E 

7 




4 

- 

- 


X 



23 

CIMARRON 

Sk 

X 

A990 

Arkansas River 

900B 

7 




2 

“ 

- 


200E 

- 


24 

CLAFUN 

St 

X 

X 

Mud Creek 

850B 

5 




2 

- 

- 


210E 

- 


25 

CLA? CENTER 

UR 

X 

KL169.2- 

Repubiloan River 

4,600E 

7 




U 

- 

42.1 


2,400B 



26 

OLEARVATER 

8k 

X 

A737-35 

Nlnneaoah River 

1,IOOB 

7 




2 


- 


220B 

- 


27 

CLirroN 

UIR 

X 

KU69.^- 

Repubiloan River 

6ZiE 

i 




11 


69.5 


360B 

- 


28 

CLYDE 

un 

X 

KL169.2- 

Repub lioaa River 

960s 

7 




11 

- 

eU6 


X 

- 


29 

COFFE?VILLB 

SU 

X 

V163.2 

Verdigris River 

38,OOOE 

7 




3 

- 

- 


5.700E 

- 


30 

C0L6T 

UF 

X 

KL169.2- 

Prairie Dog Creek 

4*000E 

7 




11 


239.8-157' 


800S 

- : 



49 
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OR 

SANITARY DISTRICT 
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COUNTY 


STATE 

YEAR 


KANSAS 

1962 
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£ ^ LJ!2!_' 

I960 1 « w 2 Average 

Populaiion P«P«lation ^ DailyFlow 

Served S 5 q MGD, 

>^ > < O P.E. • 

< O :S (iooo*s) 

7 


TREATMENT 


1,164 

1,130 3 3.O80B 

0,140 


- * - 

1,500 

3,395 

1,725 8 0,130 

0.150 



2.500 


1,725 S 0.130B 

0,150 



2.500 

703 

690 X 0,070E 

0,060 



0.600 

7,022 

7,000 S I.OOO 

1.580 



15,600 

1,057 

1,055 3 0,IOOS 

0.070 



I.OOO 

971 

950 3 O.lOOE 

0,150 


2,664 


618 


361 


442 


619 


1,500 ^ 

2,400 5 0.270E 0.220 ShCFtrCpOpBo 

”* * “ 2 • 880 M 

MO 3 0.060e 0.060 ShCoFtrCBDopB, 
0,750 ^ 

0.030B 0,060 Lo 
0,555 . 

Noqb 

0.050b[ O.lOO ShClFtrCpBo 
I 1.000 ^ 


6,458 

5,400 3 

0,600B 1,200 


• 

8.000 

1,371 

1,200 3 

0.090B 0,150 


“ 

1.500 

1,526 

1,400 3 

O.IOOB 0.060 


• 

0.780 

13,520 

13,700 3 

l,500B 3.000 


“ 

19,000 

1,058 

1,000 s 

O.IOOB O.UO 



1,200 

1,206 

1,100 s 

O.UOG 0.150 



1,500 

1,001 

(1,000) 3 

0.150B - 

12,523 

12,000 S 

1.800 2,250 


- 

18.000 

148 

150 S 

0.020E 0,020 


- 

0.200 

498 

350 3 

0,060E 0.O80 

1,780 

« - 

0.800 

1,500 8 

0.160E 0.280 


- 

2.000 

2,729 

2,900 8 

0.290B 0.480 

2,218 


4,700 

2,100 8 ( 

3.210B 0,510 

2,361 

^ *» 

4.000 

2,500 8 ( 

),200B 0,130 

18,190 


1,800 

18,200 S S 

I.500E 2,000 

1,015 

■O' . 

20.000 

850 3 C 

I.070E 0,100 J 

1,309 

•» _ 

1,000 . 

1,500 S C 

I.300B 1.220 j 

1,526 


7,500 . 

1,530 8 0 

, lOOE 0.080 j 



1.500 . 


Sed Wichita 


UNI 

NO 










INVENTORY OF MUNICIPAL WASTE FACILITIES 



I Baikal 



t6 DODQB cm 

17 DOUGLASS 

18 D0W»3 

19 BASTBOnoUQH 

20 BL DORADO 

21 BLQIH 

22 ELK CITT 
25 ELKHART 

24 CLLINWOOD 

25 ELLIS 

76 ELLSWORTH 

27 EMPORIA 

28 CNTERPRISB 

29 BRIE 

30 SUOORA 



C306-RI-14 

X 

X 

A740-4B 

KL169,2- 

102.4 

A716-41 

NL383-*53 

N448 

A737-L5U45 

« 

A 1035 

KR169-2- 

85«4-81.6 

A760 

K30 

Aa68. 7-136 
A973 

A703.6-59#3 

KR169.2- 

171.6-11,5 


A703. 6-94.0 

V7e.3-132..5 

-U4.5 

V197.9-24.7 


Ae6l.2 

KR169,2- 

292.1-44.0 

KRl69.a- 

238.3 

NL383-12 

KR169.2 

55.4 

N244 

K40.7-1 


Dry tributary to 
Calvary Creak 
Tributary to 
Brush Creek 

Tributary to 
Brush Creek 
Cowskln Creek 

Repttblloan River 

Dry tributary to 
Slate Creek 
Cottonwood River 

Neosho River 

Dry tributary to South 
Fork of Ninneaoah River 

Dry tributary to 
Solomon River 
Arkansas River 

Henry Creek 

Arkansas River 

Kansas River 

Walnut Creek 

Arkansas River 

Walnut River 

North Fork of 
Solomon River 

Arkansas River 
Walnut River 
Caney River 
Elk River 

(Evaporation ponds) 
Arkansas River 
Big: Creek 
Smoky Hill River 
Cottonwood River 
Smoky Rill River 
Neosho River 
Wakarusa River 
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INVENTORY 


OF MUNICIPAL WASTE FACILITIES 

STATE “ 


COMMUNITYjSEWBR 

OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


\960 

Population 


Estimated 

Papulation 

Served 


ujw 

1^1 


O ti. 

^ >f 

S o 
w tJ P 

> < o 
<Q S 


KANSAS 


Des’d 

For 


Average 

|Dai|yFbw 

MOD 


P.E. 

(1000^5) 
7 


YEAR 


1962 


treatment facilities 


PAcin U 


TREATMENT 


C3VE 

NO 


EUREKA 

FArRVfEf 

FAIRJAY 

FLORFlfCB 

FORT SCOIT 

F03LER 

FRANKFORT 

FRBCOMIA 

frontsmac 

GALExNA 

OALVA 

GARDEN CITY 

GARDEN PLAIN 

GARDNER 

GARFIELD 

GARNETT 

GAYLORD 

GEARY COUNTY 

D, # 1, z, and 3 
GENC3E0 

CEUDA SPRINGS 

GIRARD 

GLASCO 

GLENTOOD HEIGHTS 
GODDARD 
COESSEL 
COODUND 
GORHAM 
grainpibld 
great bend 
greens BURG 


Greenwood 

Qrorn 

Johnson 

Uarion 

Bourbotr 

Ueado 

Varahal L 

Wilson 

Crawford 

Cherokee 

HoPheraon 

Finn ey 

Sodgwick 

Johnson 

Pawnee 

Anderson 

Smith 

Geary 

Rioe 

Sutaner 

Crawford 

Cloud 

Johnson 

Sedgwiok 

Marion 

Sherman 

Russell 

Gove 

Barton 

Kiowa 


4*055 

272 

5.398 

853 

9,410 

717 

l,lOb 

3,233 

1,713 

3,827 

443 

U,BU 

560 

1,619 

278 

3,034 

239 

558 

223 

2,350 

812 

1,170 

533 

327 

4,459 

429 

389 

16*670 

1,988 


3,600 
390 
195*390) 
850| 
10,000 
500 
1 , 100 
3,500 
1,800 
3,800 
450 
11,000 
500 
1,400 
200 
3,000 
200 
400 
600 
180 
2,300 
800 
a,i7o) 
490| 
300 
4*400 
400 
360 
17,000 
l,6oo| 


I.400E 
0*030 
|0,500E 

Io.ioobI 

1.300B 
0.040E 
0*0Q0S 
0*450B 
0.300 
|0.400G 

X 

U400B 
O^OSOE 
O.llOC 
0.020G 
X 

0.020&I 

0.040B 

0.050E 

0.020EI 

O.250I 

0.070 

X 

o,o4oe: 

0,020E 

0.440E 

o.o3oe 
0.030 
1.700 
0.1601 


0.400 

4.000 

0.060 

0.600 


O.llO 

1.100 

0.900 

11.000 

0,100 

1.000 

0,170 

1,700 

0,500 

5.000 

0.130 

0,500 


0.040 

0,700 

2.240 
1 20, 000 
0,030 
0.600 
0.250 

2.500 

0,070 

0-500 

0.210 

1.500 
0.040 
0,450 
0.060 
O.6OO1 

0,060 

0.750 

0,030 

0.300 

0,290 

2.900 

0.090 

0.900 


0.030 

0,600| 

0.040 

0,500 

0,450i 

6.000 

0.060j 

0.600 

0.060 

0,500 

2 , 100 | 
21,000 
, 0.300 
[ 3,000 


ScCdJFtrCpDohrBo 

Lo 

Sfio Mlsalon Twp. s.D. ff 1 
Lo 

ShChCmFtrOfhrBo 

ShClFtrCpLoDo 

ShLo 

ScClFtrCpBo 

CiFeBo 

None 

ClFsBo 

SgamCmPtrCmDortBo 

ShQmClFtrCmDopBo 

SoCnFtrCmDcpt 

ShClFtrCpBo 

ShCtnFtrCpDo pBo 

ShClFtrCpBo 

Lo 

ShClFtrCpBo 

Lo 

ShCiaFtrCmDo opBo 
ShClFtrCpBo 

Sc0 Hlaeton Twp. S. D, /jf a 

ShClFtrCmDopBo 

ShClLo 

ShOhCmOchrtBoLo 

Lo 

Lo 

SoCnFtrCfnDcrt 

ShClFtrCpBo 


E 

I 

J 

4 
t 

« 

7 

5 
9 
10 

II 

IZ 

n 

14 

14 

Ifk 

IT 

14; 

19 I 

ZI 

n i 
« f 

n 

M 

iJ 

n I 

} 

39 

10 { 

il 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATE 

KANSAS 

YEAR 

1962 

PAGE k of 1! 

LINE 

NO. 

COMMUNITY, SEWER 

DRAIN- 

AGE 

BASIN 

WATERS 

COURSE 

MILEAGE 

DISCHARGE 

TO 


P.E. (BOD) 

1 

li 

£< 

REMARKS 


un- 

treated 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION 

Wij. 

^lin, 

Sub. 


DIS 

CHARGED 

WASTE 


9 

To’ 

10a 

11 

12 

13 

14 

15 

t 

BMREKA 

su 

X 

V215.3-BL.9 

Fall River 

3,600B' 

7 




9 

- 



9208 

- 


2 

FAIRVIEff 

MR 

z 

X 

Walnut Creek 

390B 

7 




12 

- 

- 


X 

- 


3 

FAIRHAY 

UR 

X 

- 

Turkey Creek 






11 

- 

- 


- 



4 

FLORrNCE 

8H 

X 

HL383-I06 

Doyle Creek 

850E 

7 




4 

- 

-oa 


X 



5 

FORT scorr 

UR 

X 

0273.5- 

Maraatou River 

20,0006 

lA 




14 

- 

16.2-32.2 


8,0008 

2 


6 

FOULER 

SH 

X 

0349-54 

Crooked Creek 

500E 

7 




7 

- 

* 


50E 



7 

FRANKFORT 

MR 

X 


Black Vermillion River 

1,1008 

7 

*K142. 

5-138.9-48.1-12 

.0 



U 

" 

- 


X 



6 

FREDOMIA 

SU 

X 

V215.3-26..0 

Fall River 

3,500B 

7 




3 

* 

- 


550S 

- 


9 

FRONT BNAC 

SU 

X 

N130-39-R15 

Cov Creek 

1,6008 

2 




4 

- 

- 


9008 



10 

QALEKA 

SU 

X 

N 130-31-2. 

Short Creek 

3,800E 

0 




4 

- 

- 


3,6008 

- 


n 

QALVA 

SU 

X 

A774. 5-22,9 

Dry Creek 

450B 

7 




2 

- 

-3. 8-2.3 


608 

- 


12 

GARDEN CITY 

SU 

X 

Al, 024.2 

Arkanaas River 

15,0008 

7 




2 

- 

- 


2 , 2008 

- 


13 

GARDEN PUm 

SU 

X 

A737-44-IQ 

Dry tributary to 

5008 

7 




a 

*• 

- 

Polecat Creek 

lOOB 

- 


14 

QAROMER 

UR 

X 

0360.2-35 

Dry tributary to 

1,4008 

7 




14 

- 

- 

Bull Creek 

2108 

- 


15 

GARFIELD 

SU 

X 

A908-1 

Coon Creek 

2008 

7 




2 

- 

- 


308 

- 


16 

GARNETT 

MR 

X 1 

0367.3-31.2 

Tributary to 

3,5008 

1 




14 

- : 

- 

Pottawatomie Creek 

Koooe 

- 


17 

GAYLORD 

HR 

X 

* 

North Fork of 

2008 

5 

«KRl69.2-84. 5-171-42. 

9 



11 

- 

- 

Solomon River 

308 

- 


18 

GEARY COUNTY 

MR 

X 

X 

Old Channel and 

4008 

7 



S. D. ff 1, 2, and 3 

U 

“ 

- 

Smoky Hill River 

X 

- 


19 

OENESEO 

SU 

X 

A774.5 

Tributary to 

6008 

5 




2 

- 

-100.3 

Little Arkanaao River 

lOOB 

- 


20 

QEUDA SPRINGS 

SU 

X 

A713-X 

Salt Creek 

1808 

7 




2 


- 


X 

- 


21 

GIRARD 

SU 

X 

NiaB-42 

Thunderbolt Creek 

2,6008 

7 




4 

- 

- 


3808 

- 


22 

OLASCO 

MR 

X 

KR169.2- 

Solomon River 

9008 

7 




11 

- 

65.4-92.7 


1608 

- 


23 

QLENVOOD IIEIOIITS 

UR 

X 

_ 

Indian Creek 


_ 




12 


- 


- 

- 


24 

QODDARDi 

SM 

X 

A740-41 

Dry tributary to 

4908 

7 




a 

- 

- 

Covskln Creek 

758 

- 


25 

QOESSEL 

su 

X 

A774.5- 

Dry tributary to 

3008 

7 




2 

- 

27.3-19.3 

Middle Emma Creek 

308 

- 


26 

OOODLA^ID 

UR 

X 


North Fork of Sappa Creek 

4,3008 

7 

•KL169. 2-256.0-107.8- 

99.0 



11 

- 

-■ 


6608 

- 


27 

GOEHAH 

UR 

X 

X 

Dry tributary of 

400E 

7 




11 

'• 

- 

Walker Creek 

X 

- 


28 

QRA infield 

MR 

X 

X 

Dry tributary of 

3608 

r 




11 

- 

- 

Saline River 

c 

- 


29 

GREAT BEND 

SU 

X 

A873,2 

Arkanaas River 

19,0008 

7 




2 


- 


2 , 7008 



30 

GREENSBURQ 

SU 

X 

A843-104 

Rattlesnake Creek 

1,6008 

7 




2 

*- 



2408 

.1. 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATE 

KANSAS 

VEAR 

196 s 

PAGE 5 of 15 

LINE 

NO. 

COMM UNITY, SEWER 

DRAIN- 

AGE 

BASIN 

WATER. 

COURSE 

MILEAGE 

DISCHARGE 

TO 


Pollution 
Abaicmcnf Needs 

REMARKS 

UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION 

Sf*i ^ 
Vlin. ' 

Sub. 

DIS- 

CHARGED 

WASTE 


IHiHHHHIl 

m\ 

lai 

H 

12 

13 

IS 

1 15 

\ 

anEEHLITAF 

PRI 

X 

n 

Dry tributary of 

600S 

7 

*K142. 

5-138.9-7.5-24. 

0 



m 

- 

- 

Coon Creek 

goE 



2 

OYPSUli 

UR 

X 

KR 169*3-91 

OypauQ Creek 

530S 

7 




ll 

- 

-.16 


200E 



5 

HALSTEAD 

SU 

X 

A774. 5-34,3 

Little Arkansas River 

l,600E 

7 




2 

- 

- 


240B 

- 


4 

IIAUILTOH 

SM 

X 

VL2B0-14 

Wlliov Creek 

350B 

1 




3 


- 


90E 

- 


5 

HANOVER 

HR 

X 

KH2.5- 

Little Blue River 

650E 

7 




II 

- 

138.9-26.4 


430E 



6 

HARDTNETR 

SU 

X 

X 

Driftwood Creek 

400E 

7 




2 

- 

- 


9 oe 

- 


7 

HARPER 

SU 

X 

A63B-20-91 

Sand Creek 

1*850B 

1 




2 

- 

•15 


290B 

- ; 


fi 

HAVEH 

SU 

X 

ABOl.7-,7.3 

Dry Creek 

9SOB 

7 




2 

" 

- 


200Q 

- 


9 

HAVILAND 

SU 

X 

- 

Lagoons 

750B 

7 




2 

- 

- 


450S 

- 


10 

HAYS 

UR 

X 

Kni69.2- . 

Big Creek 

3,500B 

7 



South Plant 

11 

- 

292.1-25.0 


630E 



11 

HAYS 

UR 

X 

KR169.2- 

Tributary to Big Creek 

diOOOE 

7 



Southeast Plant 

11 

- 

292.1-24.5 


l*500S 



12 

HAYSVILLB 

SU 

X 

A740-20 

Cowskin Creek 

5, BOOB 

1 




2 

- 

:*■ 


1,0006 

- 


13 

IJERIHOTON 

UR 

X 

Kni69.2- 

Lisie Creek 

4*1006 

1 




11 

- 

H.0-37.0 


1,1006 

- 


14 

HERNDON 

UR 

X 

» 

Beaver Creek 

3006 

7 

.KL169.2-25B.0- 12, 3-116. 5 



U 

■- 

- 


K 

- 


15 

IIES3T03I 

SU 

X 

A774. 5-27.3 

Middle Cnma Creek 

2,2506 

7 




2 

- 

-4.6-12.0 


4506 

- 


16 

HIAWHA 

UR 

X 

M496-34 

iHoU River 

2,5006 

7 




12 

- 

- 


3706 

- 


17 

[liailLAND 

MR 

X 

M492-3 

Mission Branoh Creek 

7206 

7 




12 

- 

- 





IS 

HILL CITY 

UH 

X 

tt 

South Fork of 






11 

- 

• 

Solomon River 




19 

HILLSBORO 

SU 

X 

N3B3-l2e-6 

Wall Creek 






4 

•> 

- 





20 

IlOrSIHOTOM 

SU 

X 

A813.3-X 

Shop Creek 






2 

- 

• 





2\ 

HOLTOH 

UR 

X 

K63.3-4a.6 

Elk Creek 






II 

- 

-U.6 





22 

liOLYROOO 

SU 

X 

A813.3-X 

Plua Creek 






2 


- 





23 

HOPE 

MR 

X 

KL169-14-37 

teat Fork of 






11 

" 

- 

Lyons Creek 




24 

HORTOM 

UR 

X 

K65.2-60 

Little Delaware River 






11 

- 

- 





25 

liOVARD 

8U 

X 

E197.9-67.2 

Paw Paw Greek 






3 

- 

- 





26 

HOXIG 

MR 

X 


Sand Creek 






11 

" 

- 





27 

HUDSOK 

SU 

X 

A842-H23-8 

Dry tributary to 






2 

- 

- 

Rattlesnake Creek 




2S 

HOaOTOW 

8M 

X 

- 

Ppnd 






7 


- 





29 

HUMBOLDT 

8H 

X 

N280 

Heosho River 






A 


.. 















INVENTORY OF MUNICIPAL WASTE FACILITIES 


1962 


TRJiATMIiNT FACFLITIRS 



Xontgoaery 

mm CflEDC S. D. Johnson 


lOU 

JAHESTOW 

jniKWE 

jomoH crir 
mmoH cm 
KA.TSAS cm 


tfcPherson 

Allen 

Cloud 

Hodseaan 

Stanton 

Greary 

Wyandotte 


KANSAS cm 

Fyandotte 


IfCHSlKOTW 

Smith 

619 

Kr8CI(A,1 

Kingman 

3,582 

sikslet 

Edwards 

2,263 

KXOIA 

Barber 

1,674 

kismet 

Seward 

150 

lA C80S9E 

Rush 

1,767 

U CrONE 

Linn 

610 

OF THE FOREST 

Kyandotta 

560 

uxxn 

kearnt 



U!8r»0-D.t.„„ T,p U.ve„orth 
ifism 

Pavnea 

W.„,» 

LWIOOD , ^ 

Johnson 

UJffit* , ^ 

Johnaon 

Butlar 

UpDtr 

flohlU 

Coflay 

Wfards 


li,222 12.000 3 1.350B 1*500 ShClFtnCpDopZaDo 

- - - 8.000 - 

2,350 X X 2.500 C FtC 

- - 10.000 

729 720 S 0.060E 0,070 ShCiFtrCpDo 

- - - 0,750 - 

t>#895 6,600 S 0,750E 1,580 ShCiFtnCpBo 

•* “ - 5.000 - 

^22 400 S 0.030B 0,050 ShClFtrCpDo 

- * - 0.650 - 

^If028 1,000 S 0.080E 0.150 ShClFtrCpBo 

‘ r -* 1*500 (Liquid aluclgo to form Undo) 

600 S 0.050B 0,100 ShClFtrCpBoLo 
■ r ' l.OOOi - 

18.700 14.000 S l.JOOE 1.800 SchCnDchprtBo 

“ “ - 18.000 - 
121,901 66,000 C 21,400 - Nono 

2 41,000 C 30.300 - Nono 

^ 619 650 8 0.070E O.lOO ShClFtrCpDo 

r " 1,000 - 

_3.582 3,600 8 0.360B 0.370 ShCmFtrCpDchmprtBo 

„ 1 ^ r *■ 3.700 - 

_ 8.263 1,800 s X . 

^ 1.6741 1,500 S O.ISObI 0.150 ClFsBo 

- ' 1,000 - 

_ 150 200 3 0 . 020 b| O.OU Le 

" - I 2.000 - 

_ .767 1,750 S 0.170d 0.150 ClPtrCpBo 

DiJ " ' * ■ 

_ ° 500 S 0 .O 30 E 0.060 ClBo 

c.L« ' r ' 0*800 - 

_ 560 ^ 400 g jo.oSOS . Mon, 

_^>«2 1,200 s |o.l20B 0,200 SohC«FtrC«.DoptBo 

1 r " 2.000 - 

l»50O S 0,150E O.isol Lo 
I I 1*500) - 

_ »00‘ 5,000 8 O.4S0E 1.4^ SgQhCBPtrCmDoptBo 

_ I 32,80ojs I 2.50o| 4.00o| SgOmOnDfrtBo 
2? nqo r “ 1 40.000 - 

«.052 22.000 g i.eooB - Nona 

,’••‘^5 (7,450) 8 o.o'oOB Non. 

.M5op o:iJ 0:200 
5ld 5J; ' 2.000 - 

- ] . n* 0.070 ft 

541 I ' ' 

500 8 o.OSod 0.050 ShClPtrOpBo 

.‘•H ‘.000 s 0.0J 

601 - 0,900 

^ 500 S 0..O6OB 0.080 ClFtrBo 

*• I - I 0*070 ShClLoBo 

^ L I ^ 0.500 ^ 



INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATE 

YHAR 


KANSAS 

1962 
















WASTE FACILITIES 

STATE 

YOAR 


KANSAS 

196a 

PAOE 



TRHATMENT FAClLITrBS 



p ii.^ouc 2.000 SchCoFtrCinDohpmtLoBo 
15.000 - 

l,eOO S O.tOOB 0.220 fihClFtrCpLoDo 

2.200 ^ 

200 S 0.020e 0.030 lo 
0.320 « 

2f200 3 0.190B O.IQO ScCtnFtrCpDohrBo 

2.200 ^ 

400 S O.IOOE 0.080 ShCnFtrCniDopBo 
l.lOO . 

500 S 0.050 0.070 ShClFtrCpBo 
- - 0,700 ^ 

840 S 0.080E O.lOO ShClFtrCpBo 

1.000 ^ 

500 S 0.050B 0.070 shClFtrCpBo 
0.700 . 

900 S O.OBOB 0.080 SoClFtrCpBo 
0.800 . 

4,4008 0.440 0.630 SchClFtrCoBo 

5.000 : « 

1,000 3 0.070E 0,100 ShClFtnBo 

0.700 , 


400 B b.040B 0.080 
h - 0.750 


ShClFtrCpBo 


500 S 0,040B O.lOO ShClFtrCpLoBo 

l.OOO . 

),50D 5 0,900 OpShApCnFtrCtnDohinprfcCoLflXd 

750 S O.OaOE 0.040 ShClFtrCpBo 

- - - 0. 500 


3.000 S 2.100 3.400 shCmDohprtBo 

- - - 33,000 , 

1,230 S O.llOB 0.200 SohClFtrCpBo 

- - 2. 100 _ 

2,100 S 0.210E 0.200 ShClFtrCpBo 
- 2.000 ^ 

5B0 3 0.050 0.090 SchClBo 

0.900 - 

4,150 3 0.330E 0.640 SchCraDcptBo 

8.200 . 

1,950 S O.UOE 0,250 ShCaFtrCmDaptDo 
2.500 - 

2,300 S 0.200E O.400 ShCmFtrCmDoptBo 

4.000 - 

1,330 S 0.L30E 0.120 ciFtrCi) 

1.160 , 

1,270 S O.UOE 0.120 ShCinFtrCpDopBo 
1.160 .. 

550 S 0.040E 0.090 ShClFtrCpBo 
0.900 » 

2.000 3 0.200E 0,030 SoClBo 

2.800 « 

600 8 0.050E O.lOO ShClFtrCpLoBo 

1.000 - 

,6201 ^ 0,300E Nono 

" " Kansas City, Mlaaourl ceteraj 

3,OCO S 6.000 7.000 ShQmCnFtrCnDfhrBo 
- . - 70,000 - 

7.000 8 0.700 l.OOO GmCmFtrCoWrLo 














INVENTORY OF MUNICIPAL WASTE FACILITIES 



DRAIN- 

COMMUNITV, SEWER BASIN 
OR ‘■"'T 

SANITARY DISTRICT . 
INSTITUTION J!: Stib, 


STATE 

YEAR 


KANSAS 

19£S 

PAGE 7 of 15 


WATER- 

COURSE 

MILEAGE 




1 LIEBRAL 
^ LfHCCLN 

LIHCOLMVILLE 
LINDSOORO 
Lim 

LITTLB RIVER 


* LUCAS 





KR169.2- 

L06*5-07*4 

N383-120-13 


KR169.2- 

167,4 

KL169.2- 

5B-20-3 

A774,5-90,7 


0424. 7-20 .,4 

A813.3-41.0 

- 1.6 

V325.7 

KR169. 2-320 
-25 

A842-R25 
-ni3-io 
A774. 5-47.6 
-13.7-10.5 

A762. 0-22.0 


KU69.2- . 
105.2-53.2 
N383-120-6 

KR169.2- 

167.4 

K142. 5-80.0 


KR169.2- 

37.6-46.0 

KR169,2- 

85.4-55,8 

C306-60 


Snilnd Rlvdr 

Clear Creek 

Smoky HIU River 

Linn BranoK to Pear Creek 

Little Arkansas River 

North fork of 
Solomon River 
Wolf Greek 

Salt Creek 

Little Cor Creek 

Verdigris River 

Uig Timber Creek 

Wild Horse Creek 

;>ry Turkey Creek 

Big Slough 

Kansas River 

Buffalo Creek 

Uud Creek 

Smoky Hill River 

I Blue River 

Crooked Creek 
Elm Greek 

Tributary to Turkey Creek 

Pry Branch of 
Turkey Creek 

Chapman Creek 
Solomon River 
Pry Pork to Buff Creek 
Itlesourl River 
Turkey Creek 
Indian Creek 


i,ooosk 

500E - 


500B 7 
50e - 
lOtOOOB 7 
1,500E . 

750B 1 

looe - 

26,000B 7 
16»000E - 


2,100B I 
530S - 

380E 7 
400B - 
4^8008 7 
2.900E - 

I^950B 7 
290E - 
2,3O0E 7 
350G - 
l,330E I 
250G - 
1,270S 7 
190E < 

550B 7 
BSE - 
2f300B 7 
1.400E - 

600E 7 
lOOG - 


6O,O0OE 7 
9i000E - 
7,000G 7 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITYjSFAVER 

OR 

SANITARY DlSraiCT 
INSTITUTION 




MISSION 700 DS 
MOLIWB 
MONTEZUUA 
MORAN 
MORRILL 
HOSCOI 

WOUND cm 

MOUNDRIDGG 

MOUNT HOPE 

WULLrHVriLB 

MULVANS 

BATOVA 

MEODBSHA 

NESS cm 

NEV CAMBRIA 
* NEWTON 
NICKERSON 
NORTH NEITON 
tlORTO!! 

NORTON VILLE 

NORWICH 

OAKLET 

08ERLIN 

OQDEN 

OLATHE 

OLPB 

ONAOA 

OSAOE cm 

OSAWATOMIB 

OSBORNE 


Johnson 

tit 

Gray 

Allen 

BroTU 

Gte/ens 

Linn 

McPherson 

Sedgvlok 

Kiova 

Suioner 

Osborne 

Bllson 

N&as 

Saline 

Harvey 

Reno 

Harvey 

Merton 

Jefferson 

Klngoan 

Logan 

Decatur 

Riley 

Johnson 

Lyon 

Pofctawatoale 

Osage 

Miami 

Osborne 


Estimated 

Population 

Served 


{240} 

680 

530 

400 

290 

200 

500 

1»000 

520 

300 

2»900 S 
600 8 
3,500 S 
lp500 8 
150 6 
14,500 S 
1,100 3 
(890) X 


3 Ave/age 

O ^ DaifyFlow 

« o MOD 
< p S (lOOO’s) 


TREATMENT FACILITIES 


TREATMENT 


).020E 
0.060E 
0,030E 
0*040B 
0*020E 
0,020E 
0*060E 
0« lOOC 

o*o 5 oe 

0.030E 

9.290E 

0.080B 

0,500 

0*150 

0,010B 

i,900E 

2 

o.iioi: 

0.060G 


3,345 

3,000 3 

0,330B 

0*200 


- 

- 

2.000 

595 

600 S 

0,040E 

0*060 




O.GOO 

430 

420 S 

0,040 

0,060 

” 


* 

0,575 

2»190 

2,100 S 

0,200E 

0*200 

** 

- 

*• 

2,000 

2,337 

2,300 S 

0,230E 

0.190 


- 

- 

2,000 

1,780 

1,500 3 

0,130 

0,070 


- 

- 

l.OOO 

10,987 

10,900 3 

U200E 

1.500 


• 

- 

15.000 

722 

250 S 

O.OlOE 

0.050 



- 

0,500 

850 

800 S 

0,060B 

0.200 


- 


2*000 

2,213 

2,100 S 

0.140E 

O.LOO 



- 

2,L60 

4,622 

4,600 S 

0*40OE 

0.340 


■ - . - 

- 

4.500 

2,049 

1,900 S 

0*190 

0*300 


■ 

- 

2.500 


Sea lllssion Tvp, 8, D. X 

Ci^*rtrCpBo 

CiFsBoXd 

ShClFtrCpBo 

ClFtnBo 

Lo 

Lo 

SoCmFtrCpDoptBo 

ShClLoLs 

ShClLoBo 

ShOoCrnDptBo 

ShCmFtrCmDcptBo 

ShClFtnOpBo 

ClFtnCpBo 

Lo 

OmKcCmFthCmFtrCpHoVvXp 

ShCmFtrCmDoptBo 

See Nevton 

ShCiFtrCpBo 

Lo 

ShClFtrCpBo 

ShClFtrCpBo 

ShClFtrCpLoBo 

ShClBo 

SchCraFtrCmDortBo 

Lo 

ShCmFtrCiaDcrtflo 

ShApCaiFttCpDopBo 

ShCmAaCtoOohrLa 

ShClFtrCpBo 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



1 STATF. 

YKAR 




1 KANSAS 

1962 

PACiH e of 15 


LI Mb 

NTO. 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P E. inoD) 

1 

REMARKS 


1 

Maj 

Min 

Sub 

HSE&uSl 

- 

9 

Id 

m 

n 

12 



15 

1 

ur&sroN ROODS 

UF 

X 


Turkey Creek 


■ 




11 

- 

- 



- 


2 

KOLINB 

su 

X 

V56*4-9.5 

Wiidoat Creek 


m 

^Imhoff tank not suited for 








3 

milk wastes. 

3 

ilONTEZUEIA 

su 

X 

X 

Dry Greek 

530E 

1 




2 

*• 

- 


280S 



-4 

UORAN 

m 

X 

0273.5-10.2 

Dry tributary to 


7 




14 

- 

-65 

Marmaton River 




5 

MORRILL 

UR 

X 

M5U. 2-23.0 

Walnut Creek 

290E 

4 




12 

- 

-16.0 


140B 



6 

UOSCOR 

SU 

X 

C450-X 

Tributary to 


7 




7 



Cimarron Rlvor 

X 



7 

MOUND CITY 

MR 

X 

0322-12 

Little Sugar Creek 


7 




14 


- 


X 



S 

MOUMDRIDQG 

SU 

X 

A774.5-35,3 

Blaok Kettle Creek 


7 




2 

“ 

-23.8 


130B 

*, 


9 

MOUNT HOPE 

SU 

X 

Aaoo 

Arkansas River 

520B 

1 




2 

- 

- 


320G 

- 


lO 

aULLtHVILLB 

SU 

X 

A843-U4 

Tributary to 


7 




2 

- 

- 

Rattlesnake Creek 

X 

« 


1 1 

MULVAHB 

8M 

X 

A753.5 

Arkansas Rlvor 

2,900E 

7 




2 

- 

- 


1.750G 



12 

NATOMA 

MR 

X 

X 

Paradise Creek 


7 




11 


- 


dOB 



IS 

NEO DESHA 

SU 

X 

V217 

Verdigris River 


4 




3 

- 

- 





14 

HESS cm 

SU 

X 

A873.5-94 

Walnut Creek 


4 




2 

- 

- 



- 


J5 

NE« CAMBRIA 

MR 

X 

Krl69. 2-105 

Smoky HUl River 

L50E 

7 




n 

“ 

- 


X 



I4S 

* KEWTON 

SU 

X 

A774.5-25.9 

Sand Creek 

19.000B 

7 




2 

- 

-10.6 



- 


17 

NICKERSON 

SU 

X 

A829.5 

Arkansas River 


7 




2 

“ 



150e 

- 


IB 

KORTII NBITOM 

SU 

z 

X 


Sand Creek 


- 



NORTON 

un 

X 

KL169.2- 

Prairie Dog Creek 

■■ 

1 




u 

- 

239*B-66.0 


I,OOOB 



20 

mortowille 

UR 

X 

X 

Tributary to Dry Creek 


7 




11 

- 

- 


X 

- 


21 

NORTirrCH 

su 

X 

A710-61 

Dry tributary to 

420E 

7 




2 

“ 

- 

Sand Creek 

70E 

- 


22 

OAKLEY 

UR 

X 

KL169.2- 

Tributary to North 


7 




11 

- 

378.2-60.0 

Haokberry Creek 

420E 

- 


23 

OBERLIN 

UR 

X 

KL169.2- 

Sappa Creek 


1 




11 

’ - 

258.0-100.8 


450G 

- 


24 

00 DEN 

MR 

X 

K15a.9 

Kansas River 

l,500E 

7 




U 

" 

- 


l.nSOE 

- 


25 

OLATHE 

MR 

X 

IC16, 0-12.0 

Mill Creek 

lOr900E 

7 




11 

“ 

- 


U650E 

- 


26 

OLPE 

SU 

X 

N345-30 

Eagle Creek 

250E 

7 




4 


- 


X 

- 


27 

ONAOA 

UR 

X 

K116.9-25 

Vermillion River 


7 




11 

- 

- 


lOOG 1 

- 


2B 

OSAOE cm 

UR 

X 

0424.7-20.4 

Salt Creek 


1 




14 

- 

- 


650&I 

- 


29 

OSAVATOMIE 

UR 

X 

0367.4-UO 

Pottawatomie Creek 


L 




EB 

« 

- 


1,400EI 

- 


30 

OSBORNB 

m 

X 

KL169.2- 

Solomon River 


7 




EQ 

- 

85.4-26.1* 


290 s 

- 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATIi 

YBAR 

KANSAS 

J — . I 

196 s 


COMM UNITY, SKWRR 
OR 

SANITARY DISTRICT 
INSTITUTION 


OSrEQO 

OTTAfA 

OVERDROOK 

OVERUHD PARK 

OXFORD 

PALCO 

PA OLA 

PARSONS 

PAVREE ROCK 

PEABODY 

PHILLIPSQURO 

pinsBuao 

pums 

pwiHyrLLE 

PLEASANTON 

poniN 

PRAIRIE VI LUGE 

PRATT 

PRBSTOJI 

PRETTY PRAIRIE 

PROTECTION 

OUENEICO 

QUINDARO 
TWP, 8,1), ijf I 
OUIKTER 

OUIVARA 

RANSOK 

ROBIHSON 

ROELAND PARK 

ROULA 

rose HILL 



La bet to 

Franklin 

Osage 

JoKnaon 

Suonor 

Hooka 

UiaQi 

Labotto 

Bar ton 

Karl on 

PhlLUpa 

CravTorU 

Ueade 

Rooks 

Linn 

Butler 

Johnson 

Pratt 

Pratt 

Reno 

Comnnohe 

Oaaga 

Vyandotts 

Qovs 

Vyandotte 

Hess 

Brora 

Johnson 

Korton 

Btttlar 


2,l>27 2,000 S 0.200B 0,300 ShApCoFtrCmDohrLoBo 

2.600 - 

10,673 10,500 S O.gOOG 1.250 ShCinAaCmDchmrtLs 

13,500 “ 

50g 500 5 0.050B 0,160 Lo 

0.950 - 

21, UO (21,110) * « - See Ulaslon Tvp, S.D, ^ I 

969 900 8 0.090B 0,150 Lo 

1.500 - 

575 600 S 0,060E 0,l00 ShClFtrCpQo 

1.000 - 

4^704 4,70O.S 0.890 0.320 ScCmFtrCnDohmrBo 

4.500 - 

13,9Ji9 13,500 S 2.100B 3.500 ShOmCmFthCmFtrCmDohprstBoLs 

30.000 - 

380 300 S 0-030B 0,090 ShCiFtrCpBoLo 

“ - " 0.000 - 

1»309 1,300 8 0.1302 0.800 ShClFtrCpBo 

2.000 - 

3,233 3,200 S 0,3202 0,400 ShClFtrCpXd 

" ” 4.000 (liquid sludso hauled to farm land) 

18,676 10,000 8 l,400B 3,000 ShOroApCniFtrCfflFtrCflJDofhrtBo 

40,300 - 

724 600 S 0.050B O.lOO ShClFtrCpBo 

1.000 « 

3*104 3,050 8 0,300E 0,040 ClFtrCpBo 

2.400 - 

ii09a 1,000 S 0.090S 0.090 ClFtnCpBo 

0.500 ^ 

600 8 0.060B O.lOO ShClFtrCpBo 

1.000 - 

25,356 (25,355) x x ^ See Ulsslon Tup, S.D. (f 1 

Of 156 0,100 S 0.600B 0.410 SohApCmFthAaCmDohtrll Xd 

7.000 - 

278 250 S 0.0202 0,050 ShClFtrCpBo 

0.600 *- 

525 500 3 0.050E O.lOO ShClFtrCpBo 

1.000 - 

780 770 S 0.070 0.O80 ShClFtrCpBo 

0.750 •* 

434 400 8 0.0302 0.040 Lo 

' “ - - 0,100 - 

(IfSOO) S X - None 

" ^ - - (thru Wyandotte Tirp 8, D. ff 7 

776 750 S 0.0702 0.060 ShClFtrCpBo 

“ - - 0.850 ‘ 

W 600 S 0.0502 - None 

387 350 S 0,040B 0.050 ShClLoBo 

0,500 “ 

317 300 S 0,020E 0.030 CtBo 

“ ** * 0.500 - 

S*949 (8,705) S 0.8502 - ^ See: lllselon Twp* S.D. | 1. 

464 300 S 0,0802 0.060 ShClLoBo. ; 

- 0.800 

273 Q A ' A « > . fthntrrMPMDk V'. :- 





INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


KAKSAS 

1962 

PAGE 9 of 15 




DRAIN- 



P.E. (BOD) 




CO MMUNriY. SEWER 

AGE 



i 






WATER. 

DISCHARGE 

UN. 




OR 

SANITARY DISTRICT 





LINE 

NO. 

Mij. 

MinJ 

Sub. 

COURSE 

MILEAGE 

TO 

TREATED 

WASTE 

•Ss 

REMARKS 

INSTITUTION 


DIS- 

-2*1 








CHARGED 

’p-5 





i 



WASTE 

c^< 



9 

m 

m 

It 

12 

13 

El 

15 

1 

OSSEQO 

SU 

X 

N102.3 

Turkey Creek 

2,600E 

11 




4 

*■ 

- 


370E 

- 


t 

OTTAWA 

UR 

X 

0399.0 

Uaraia deo Cygnes River 

14,OOOB 

7 




14 


- 


3,200E 



3 

OVEROROOK 

UR 

X 

0420-20 

Dry tributary to 

500B 

7 




14 


“ 

HO Milo Creek 

X 



4 

OVERUJID PARK 

UR 

X 


Turkey Creek 






11 

- 

- 


_ 



5 

OXFORD 

SU 

X 

A732 

Arkansaa River 

9OOB 

7 




Z 

« 

- 


X 

- 


6 

PALCO 

UR 

X 

KL169.3- 

Tributary to South Fork 

6O0B 

7 




11 

" 

171.6-99.Q 

of Solomon River 

90B 

.. 


7 

PAOLA 

UR 

X 

0360.2-.Q«$ 

Bull Creek 

6^700E 

i 




14 

- 

- 


HROOB : 

- 


a 

PARSONS 

SU 

X 

N173-32 

Labette Creek 

25^0005 ; 

7 




4 

*• 



a.sooE 



9 

PAT.^EB ROCK 

1 

8U 

2 

X 

Aa74-x 

Dry watercourse 

300E 

7 


to 

PEAOnOOY 

SU 

X 

N3B3-106-15 

Boyle Creek 

3C 

* 1»300B 

7 


11 


4 

“ 

|- 


i90B 



pHrarpsBURQ 

UR 

li 

X 

\u 

i 

r 

Piatner Crook 

3.200B 

6006 

7 

•KR169.2-85. 4-171. 6-65.3-18.0 

12 

PinSBURO 

SU 

X 

INH0-L42-18 

Cow Creek 

23,OOOB 

7 


13 


4 

- 

1 


2,300B 

• 


PLAms 

SU 

X 

IC 375 -X 

Drainage dltoh 

6O0S 

7 


14 


7 

- 

- 


lOOB 

- 


PLAIHVILLE 

UR 

11 

X 

n 

Salt Creek 

3t050E 

6106 

1 

**KRI69. 2-106.5-160, 4-4.50 

13 

PLEASANTON 

UR 

X 

0305-15 

Cady's Creek 

U0006 

4 




14 

- 

- 


5006 



16 

POTtfIN 

8H 

X 

A703. 6-76.3 

Brush Creek 

6006 

7 




2 


-28.4-U4 


1006 

- 


17 

PRAIRIE VILLACIB 

HR 

X 

- 

Turkey Crook 






IL 


- 


.. 


ta 

PRATT 

8U 

X 

X 

Ninnescah River 

8, 1006 

7 




2 

- 

- 


1,8006 



19 

PRESTON 

SU 

X 

X 

Dry tributary to North 

2506 

7 




2 

- 

- 

Fork of Nlnnosoah River 

1 506 



20 

PRETTSf PRAIRIE 

SU 

X 

A737-01-20 

Tributary to South 

5006 

7 




2 

- 

- 

Ninnceoah River 

^ 306 

- 


21 

PROTECTION 

SU 

X 

X 

West Cavalry Creek 

7706 

4 




7 

- 

r 


1606 

- 


22 

QUEHEMO 

UR 

X 

0427.7 

Uaraia dos Cygnea River 

4006 

7 




M 

- 


X 



23 

QUIKDARO 

UR 

X 

- 

Kansaa River 


_ 



TWP, S*D. 0 1 

II 


- 

-■ 




24 

QUIJfTER 

UR 

X 

KR169.2- 

Big Creek 

7506 

7 




11 

«• 

292.1-109 

1206 



23 

QUrVARA 

UR 

X 

K14 

Kansas River 

6006 

0 




11 


" 


6006 

- 


26 

RANSOM 

SU 

X 

A373.5 

Dry Tributary to 

3506 

7 




2 

*- 

78-25 

Walnut Creek 

X 



27 

ROBINSON 

UR 

X 

U496.0-23. 

Wolf Creek 

3006 

5 




12 

- 

- 


2006 



28 

ROELANJ) PARK 

UR 

X 


Turkey Creek 






11 

- 

- 


N. 



29 

ROLUA 

SU 

X 

C485-X 

Dry tributary to 

3006 

7 




7 


- 

Cimarron River 

X 

* 


30 

ROSE HILL 

sii 


A703.6- 

Bight Ui la Creek 

3606 

7 




2 

ik 

52^16 


40B 

- 

, .... : • . 


63 













INVENTORY OF MUNICIPAL WASTE FACILITIES 


COM SEWER 

OR 

SANITARY DISTRICT 
INSTITUTION 



1962 pa(;e 3 ( 


TRnATMENT FACIUTIES 

TREATMENT 


ROSSVfLLE 

Shevnea 

797 

775 

R02EL 

Parnee 

207 

230 

RUSSELL 

RueeeU 

6,113 

6,100 

SABETHA 

North Plant 

Neoaha 

2,318 

1,300 

SABETHA 

South Plant 

Kenaha 

1,000 

SAINT FRANCrs 

Cheyenno 

1,594 

1,500 

SACWT JOSN 

SUfford 

1.753 

1,600 

SAIHr HARYS 

Poiiavatoole 

1,509 

1,400 

SAINT PAUL 

Neoeho 

675 

675 

SALINA 

Saline 

43,202 

44,000 

SATANTA 

Haakall 

686 

600 


SCA^DFA 

SCOTT cixr 

SEDAN 

SEDGWICK 

SENECA 

SHARCK 

SHAHCM SPRIWQS 

SHAWNEE Tf?. 

S*D. I 5 

SHAWNEE TIP. 

8,D. f 6 

SHAWNEE TIP, 

S.D. f 8 

SWITB CENTER 
SOUTH HAVEN 
SOUTH HUTCHINSON 
SOLOXOH 


Republic 

Scott 

Chautauqua 

Harvey 

Neoaha 

Barber 

Vallace 

Wyandotte 

Wyandotte 

Wyandotte 

StflUh 

Suoiner 

Reno 

Dickinson 

Stafford 

Rica 

Hooka 

Chaae 

HAskell 


KANSAS 


DesM I 
For 


AverajJC 
Daily Flow 

MOD 

P.E. 

(lQOO‘s) 

7 


0.600 « 

230 S 0.020B 0.030 ShLo 

0,300: _ 

6,100 S 0.610E t.OOO SohCmFtrCoiDoptDo 

- - - 10.000 _ 

1,300 S O.lOO 0.300 ShClFtrCnBo 

3.000 „ 

1,000 S O.HO 0.210' Sh/SpCoFtrCniFtrCinDohrno 

^ “ 6,000 

1,500 S 0.150E O.UO ghOlUBo 
1.400 ^ 

It600 S 0.160 0.000 qqBo 
1.500 « 

1,400 S 0.090E O.lOO ShClOo 

1.250 * 

675 S 0,040 O.UO ShClPtrCpDo 

1.000 - 

44.000 sc 8-000^7.^ OhC^FthCmDchmprtBo 

600 S 0.040 0.080 ShClFtrCmQo 
0.800 . 

600 9 0.040E 0.060 ghclDo 
* - 0.600 . 

2.600 S 0,240B 0.300 ounii?i. « , * « 

3 000 

1.600 S 0.200E 0.180 BhCraFtrCpDoptLoBo 
1,050 S O.IOOB 0,150 ShCmFtrCi.DoptBo 

2.000 8 0.150E O.lOO Ca 

1.840 . 

•* ShClFsBo 

• * 0.200 ^ 

1.000 S O.IOOE 0.200 ShClFtrCpBoU 

8,100 S O.HOE 0,210 ShClFtrCpBo 

** ** 2.100 ^ 

5,250 S 0.400E 0.530 shClPtrC«Bo 

5.250 ^ 

_650S 0.060B 0,350 CmDortB, 

. I „ ' (plant under oonetruotlon) 

2,300 S 0.230B 0.080 8hCiFtrC»Bo 

" ' 2,000 , 

400 S O.OlOB 0.040 ShClFtrCpBo 
0.500 « 

1.600 S O.IOOE 0.150 ShCnFtrCuDoptBo 
^ i * 500 

_9008 0.080E 0.120 shClBo 

** 1.250 ^ 

1.850 s 0.180 0.200 ShClFtrCpBo 
1.800 « 

2.000 8 0.190B 0.400 shClFtrCpUBo 
1.900 8 0.190E 0.280 ShClFtrCpBo 

800 B 0.060E 0.1W BhClFtrCpUBo 

1.000 8 0.000 O.m ShClFtrCptpB, 


64 





INVENTORY OF MUNICIPAL WASTE FACILITIES 






STATB 

KANSAS 

YEAR 

1962 

PAGE 10 Of 15 

LI 

NO. 

COMMUNITY. SKWl-R 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN' 

ACK 

BASIN 


DISCHARGE 

TO 

P.R. I BOD) 





Mil) 

Min 

Sub 

coimsil 

Ml I Ji AGE 

UN- 

TREATED 

WASTE 

li 

Ss; 

D^< 

REMARKS 



9 

10 

10a 

H 

12 


m 

15 

1 

fiossvrae 

MR 

X 

KIOO. 0-3,0 

Cross Creek 

775E 





li 


“ 


195E 



2 

noz^L 

SU 

2 

X 

A898-24 

Pawns© Creek 

230E 

9 


3 

RUSSELL 

MR 

X 

KR169.U 

Fossil Creek 

X 

6, loos 

9 




11 

“ 

282a-4,5 


920E 

H 


A 

SABGTIIA 

HR 

X 

U51U2-.26.2 

Pony Creek 

1,300B 

1 



north PUnt 

12 

- 

-18.0 


320fi 



i 

SABETHA 

MR 

X 

K(»3.2-72 

Dry Branch to 

lOfOOOB 

4 



South Plant 

11 

- 

28.0 

Webster Creek 

2i500E 



6 

SAIHT FRAffCtS 

HR 

X 

KL169,2 

South Fork of 

1,500E 

7 





- 

393.6-28.0 

Rnnubllcan River 

X 



7 

SA[HT JOm 

SM 

X 

A042-32 

Rattlesnake Creek 

l,600B 

4 




2 

*• 

•* 


1,400S 



8 

SAINT WARlfS 

UR 

X 

KI07.7 

Kansas River 

1.400E 

4 




11 


•• 


930E 



9 

SAINT PAUL 

SU 

X 

N232 

Neosho River 

675E 

7 




4 

*" 

" 


170B 

- 


lO 

3ALINA 

UR 

X 

KR169.8- 

Smoky Hill River 

69. 000 S 

1 




11 

" 

123.5 


I9.000E 



1 1 

SATANTA 

SM 

X 

C430-4 

Dry Run 

600E 

7 




7 

■* 

“ 


90B 

* 


12 

SC AND f A 

HR 

X 

KL169.2- 

Republican River 

LOOS 

7 




ll 

“ 

125.2 


390E 



13 

SCOTT CITY 

8U 

2 

X 

- 

Lagoon 

2,600E 

1 


14 

SEDAN 

SU 

X 

It 

Middle Caney River 

X 

l.LOOE 

7 




3 

“ 



160B 

- 


15 

SEDfllfflCK 

SU 

X 

A774. 5-25.4 

Little Arkansas River 

li050B 

7 




Z 

- 

r* 


210B 

- 


16 

' SENECA 

HR 

X 

U5ll.2-^40,5 

South fork of 

2tOOOE 

4 




12 

- 

-53.1 

Big Nemaha River 

li'WOB 



17 

SIIARCN 

SM 

X 

X 

Elm Creek 

230B 

7 




2 

- 

- 


LOB 

- 


IB 

5HARCN SPRINGS 

UR 

X 

Klil69.S- 

Eagle Tail Creek 

IfOOOB 

7 




11 

- 

50U0-4.0 


lOOB 



19 

SSIAWNEE TWP. 

MR 

X 

K3-X 

Turkey Creek 

2,100B 

7 



3,D. f 5 

11 

- 



4205 



20 

SKA'-TNBB TffP, 

MR 

X 

K3.2-4 

Dry tributary to 

5|250E 

5 



S 1 D» () 

11 

*• 

" 

Turkey Creek 

l.OOOB 



21 

SHAWNEE TWP. 

MR 

X 

X 

Kansas River 

L50B 

0 



S«D. If S 

11 

- 

- 


650B 



22 

SMITH CENTER 

UR 

X 

# 

Beaver Creek 

2|300B 

4 

«ICH1 69. 2-85.4-171. 6-45 

.1 



11 

- 

- 


4 LOB 

- 


23 

SOUTH HAVEN 

SU 

X 

A638-20 

West Shoe Fly Creek 

400B 

7 




2 

- 

-45(E)-x 


LOB 

- 


2-1 

SOUTH HUTCHINSON 

SU 

X 

A8L9 

Arkansas River 

liLOOB 

7 




2 

- 

- 


320B 

- 


25 

SOLOMON 

UR 

X 

KR169.2- 

Solomon River 

900B 

7 




a 

- 

85.3 


540B 



26 

STAFFORD 

6U 

X 

X 

Dry Creek 

1»850EJ 

7 




2 

- 

- 


300B 

- 


27 

STERLING 

SU 

X 

A813. 3-19.1 

Lagoon-tributary to 

2,OOOB 

7 




2 

- 

-12.0-0.8 

Bull Creek 

300E 

- 


2B 

STOCKTON 

UR 

X 


South Fork of 

l,700E 

7 

"KR169.2-85. 4 - 171 . 6-76.0 



11 

- 

- 

Solomon River 

420B 

- 


29 

STRONG CITY 

SU 

X 

N3B3-53-5 

Fox Creek 

LOOB 

7 




4 

- 

- 


90B 



JO 

SUOUTTE 

8U 

X 

- 

Sepage Pchid 

'l.OOOE 

L 




7 


" 


























INVENTORY OF MUNICIPAL WASTE FACILITIES 


community; sEWEa 

OR 

SANITARY DISTRICT' 
INSTITUTION 


SUMFLOlEa VltUGB 

STtTAN GROVE 

SILVIA 

8IRACUSG 

TAMPA 

TOVGANOXIE 

*r TOPEKA 

TOPEKA 
Horth Plant 

TOPEKA TfP* 

8*D, I 2 

mom 

toianda 

TRIBUNE 

TROT 

TOHOU 

UDALL 

ULTSSE3 

VALLE! dWTER 

VAOET PALLS 

vrou 


COUNTY 

1960 

Population 

Estimated 

Population 

Served 

2 

5 

4 


Sbawnea 

Shainea 

VoodsoQ 

Butler 

Greeley 

BoDlphau 

Reno 

Cotley 

Grant 

Sadgtick 

(lefleraoD 

Suaaer 

Trego 

Clay 

Harvey 

Poltava tooie 

VaahlngtoQ 

Narahall 

Doniphan 

Suaner 

Pranklln 

Johnaon 



1962 : i PAGE 11 


TREATMENT FACILITIES 

trratmrnt 


JoboaoR 

1,100 

) 1,100 s 

1 O.llOC 

Barton 

87 

115 g 

i O.OlOE 

Liaooln 

400 

400 s 

1 Q.040G 

Reno 

402 

400 3 

1.040E 

Hanllton 

1,688 

1,400 8 

i 0.120B 

Narion 

145 

215 3 

0.020 

Leavenvorth 

1,354 

1,350 S 

0. 120E 

Shavnaa 

av,404 

U9,400 S 

C 8.000 


3.500 ^ 

115 3 O4OIOE 0.020 lo 

0.175 ^ 

400 3 0.040B 0.050 ShClFU 
0.450 - 

400 S D.040E 0.050 sbCaFti 
0.780 « 

1,400 S OaSOE 0,250 SoCmPtj 

2.500 . 

215 3 0.020 0.030 Iq 

0.275 . 

1,350 S 0.120E 0.250 shCmPti 
2.600 ^ 

.19,400 SC 8.000 2.000 SgOioA C 
20,000 . 

8,000 5C X 0.700 shClOo 
10.000 « 


- 

750 3 

0.080 0.120 

•* 

- 

1.150 

524 

500 £ 

0.030 0.010 

• 


1.000 

1,031 

1,025 « 

LIOOE 0,130 


- 

1.250 

1,036 

700 3 

0.070B 0.070 


*■ 

0.600 

1,051 

1,000 3 

0.070B 0,070 


“ 

0.700 

559 

550 8 

0.060S O.lOO 

* 


l.OOO 

600 

600 s 

O.O6OB 0.050 

* 

*■ 

0.600 

3tl57 

3,100 S 

O.300fi 0,400 


“ 

4.000 

2,570 

2,500 5 

).250E: 0.450 



4.500 

1.193 

1,150 3 

0.150E 0,230 


• .. 

2.900 

203 

200 3 

D.020B 0,050 



0,300 

2,803 

2,800 3 

0.280 0.100 

603 

550 S 

0,050B 0.080 

225 


0.800 

200 3 

3.020E 0*060 



' 0,500 

2,363 

2,360 3 

0.150 0*320 

1,506 


3.200 

1,500 S 

0.L50E 0.200 

700 

~ 

3.500 

TOO 3 

0.050E 0.090 



0,910 

837 

630 8 

0.060E 0.050 

8,809 


l.OOO 

0,800 S 

0.860E 0.880 

984 

* ». 

U.OOO 

1,000 a 

O.oaOB 0.150 

2,040 

■* ■ . 

1.500 

(*,0«) X 

* - 


Sfte Htaalon Twp, 8.D. 0 U 


66 







INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATR 

KANSAS 


vi:ar 


196a 


PM,\ 


11 Of Ig 


II3VE 

NO 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AOH 

BASIN 

WATER. 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.R. (BOD) 

1 


Maj. 

Min 

Sub 



9 

IQ 

mTi 

n 

12 

l|||||||||n|B|M 


L 

SUSFLOIER VltUQE 

KR 

X 

K29« 3-2.0 

liry tributary to 

1,IOOE 

7 



11 

- 


KlU Creak 

220B 

w 

2 

SUSA NIC 

UR 

X 

AB70-35 

Leoeptlon Crack 

115C 

7 



11 


- 


X 


5 

SYLVAH anOVE 

UR 

X 

« 

Sallno River 

400E 

7 



11 

- 

- 


SOC 


4 

SYLVIA 

8U 

X 

A737-.63 

Dry Creek to North Fork 

400& 

7 



2 


“ 

of Ninnescah River 

80G 


5 

SYRACUSE 

8U 

X 

AlOSl 

Arkanaas Rlvar 

L,400E 

7 



2 

“ 

- 


160E 


6 

TAlfPA 

SU 

X 

H383-122 

Hud Creek 

215E 

7 



4 

" 

-20 


X 


7 

TONOANOXIE 

UR 

X 

K33. 6-16,0 

Tonganoxle Creek 

l,350E 

7 



11 

- 

-3.1 


1450 


& 

A TOPEKA 

UR 

X 

K82.3 

Kanaaa River 

160*000S 

7 



11 

“ 

- 


16,OOOS 

- 

9 

TOPEKA 

HR 

X 

K82.3 

Kanaae River 

8,OOOE 

5 


north Plant 

11 

- 

- 


bioOOE 


10 

TOPEKA TVP. 

UR 

X 

K70-X 

Shunganunga Creok 

750e 

7 ; 


8 4 D« § 2 

a 

- 

- 


X 


II 

TORONTO 

SU 

X 

ms 

Vordlgrla River 

500E 

7 



3 

■" 

- 


75B 

- 

12 

TOIANDA 

8U 

X 

A703.6-. 

■hitexater River 

1,0250 

7 



2 

- 

76.3-13.3 


1200 


13 

TAIBUNB 

SU 

X 

X 

White Wonati Creek 

70OS 

4 



2 

- 



5000 


U 

TROY 

UR 

X 

U433. 0-9.0 

Petara Creek 

I,OOOB 

4 



m 


- 


400& 

- 

15 

TORCH 

SK 

X 

X 

iDry tributary to 

5500 

7 



El 

•* 

- 

Silver Creek 

650 

- 

16 

UOALL 

8U 

X 

A703.6- 

Dry tributary to 

600B 

5 



2 

- 

41.9-4,2 

Seward Creek 

1000 


17 

ULYSSES 

SU 

X 

C438-30 

Weat Fork of 

3,100E 

7 



7 

- 

- 

Cloiarron River 

3000 


18 

VALLEY CENTER 

SU 

X 

A774.3-13.6 

Little Arkansas River 

2,5000 

7 



2 

- 

- 


i 2500 

- 

19 

VALLEY PALLS 

UR 

X 

K63.3-29.7 

Delaware River 

2,0000 

7 



11 

- 

- 


X 


30 

VIOLA 

SH 

X 


Pond 

200E 

7 



2 


- 


X 

- 

31 

ffAKEENET 

HR 

X 

KRIC9.2- 

Big Creek 

2,8UU0 

1 



U 

" 

292.1-QO.O 


8400 

- 

33 

VAKEFICLD 

UR 

X 

KL169.2- 

Republican Rlyer 

550E 

7 



11 


25.7 


3900 

- 

33 

■ALTON 

8H 

X 

A774.5-25.9 

Dry tributary of 

2000 

7 



2 

- 

-22 

Sand Creek 

X 

* 

24 

VAUSOQ 

UR 

X 

K123.6 

Kansas River 

2,3600 

7 



a 

-* 

- 


1,4200 



■ASHINOTOH 

UR 

X 

« 

Mi Li Creek 

1,4100 

7 



a 




350E 


26 

■ATERVILLB 

UR 

X 

K14245- 

Little Blue River 

7000 

7 



a 

- 

138,9-6.2 


4200 

- 

27 

■ATHENA 

UR 

X 

H493. 8-1.0 

Paters Creek 

8300 

5 



12 

- 

- 


5500 

- 

28 

■ELLIMOTON 

81 

X 

A717-20 

Slate Creek 

8,8000 

7 



2 

- 

- 


1,3000 

-■ 

39 

■ELLSVILLE 

UR 

; X 

0390-6-11 

Walnut Creek 

1 ,000c 

7 



14 


- 


1000 

- 

30 

■BSTiOOD 

UR 

X 


Turkey Creak 





11 

" ■ 






RnMAKKS 


15 


«KR169^2-106,5-U6^3 


»KM2*5-l38*9-30.9-22.3 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 1 

YEAR 


KANSAS 

196 s 

pAfit li t 


COMS(U?^ITY,SE\XnER 

OR 

SANITARY DISTRICT 
INSTITUTTON 


COUNTY 


Estimated 

Popubiion PoP“l«ion 
Strved 


P 

o 

S£^! 

< iM 

Srf 0 

> < o 

< o s 


Des'<f 

POf 


Average 

[OailyFJowl 

MGD 


TREATMENT FACII.lTJIiS 


TREATMENT 


PR 

( 1 Q 0 Q*S> 


pirrsaoRo 

tft, cartel Hospital 
8T. HARTS 
at, Hiryi CoUaga 
T0?£KA 

Boys Indust. School 
TOPOCA 

fioeheatar School 
TOPEKA 

fit. Vocillonal Sch. 
TOPEKA 

State Hospital 
TOPEKA 

Isshburn Ritral Sch. 

ircHITA 

Sadsilct Boys Hoes 
WICHITA 

Kuniclpal Airport 
WINCHESTER 
JeXferaon Co. Hoap 
tlNflBLO 

filaU Training Sch 


Cratford 

Pottavatoslo 

ShaYnss 

Sbsvoee 

IShavaea 

'Sbaffoae 

Kansas 

SadgYlok 

Sedgflok 

JaUsraofl 

Coy I ay 


350 

2Z0 

283 

500 

200 


350 

220 

350 

500 

200 


2tl00 I (2,lO0) 

350 1 350 


60 1 

125 

2,100 


00 

z 

125 

2,100 


X 

P.040& 

.040B 

X 

X 

.030E 

X 

X 

X 

.UOE 


0.060 

0.400 

X 
X 

0.030 

0.300 

0.050 

0.500 

0.045 

0.300 


0.030 

0.300 

0.010 

0.120 

0.030 

0.500 

0.010 

O.lOO 

0,190 

2,500 


fihClFtrCpBo 

Ca 

BohClFtrCpBo 

CbFb 

ClPtrCpFsBo 
Sea Topekra 
CflFth 
Lo 

ShClFtrCpBo 

ClLo 

ShCmFtrCnDoptBo 










INVENTORY OF MUNICIPAL WASTE FACILITIES 




STATE 

KANSAS 

VliAR 

1962 

PA(iE 12 of 15 

fNf^ 

^O. 

COMMUNITY. SFAVi’R 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE 

lUSIN 

WATER- 

COURSE 

M HE AGE 

DISCHARGE 

TO 

P.E. rtJOD) 

1 

REMARKS 

■nm 

KjSaGuH 

Maj 

Min. 


MdSHi 


9 

m 

EE3 

II 

12 

HHQ^m 


IS 


PITTSBURG 

su 

X 

... 

Abandoned nine 

350E 

m 



Mt. Caroiel Eloapltal 

4 

- 

- 


70E 



2 

ST, ilARYS 

UR 

X 

K107*7 

Kansas River 

220E 

5 



St. Uarys Collage 

11 

- 

- 


aooB 



3 

TOPEKA 

UR 

X 

K80. 2-3,5 

Soldier Creek 

350E 

7 



Boys Indue t. School 

U 

- 

- 


50E 



4 

TOPEKA 

UR 

X 

K75-X 

Tributary to 

500E. 

7 



Rochester School 

U 

- 

- 

Soldier Creek 

ISOE 



5 

TOPEffA 

UR 

X 

K74,5 

Deer Creek 

200B 

j 



St, Vocational Sch. 

11 

- 

- 


50E 



6 

TOPEKA 

UR 

X 

. 

Kansas River 





State Hospital 

U 

- 

- 





7 

TOPEKA 

UR 

X 

.. 

Dry Ravine 

350B 

i 



Vaahburn Rural Sch. 

IL 

- 

- 


50E 



a 

WrCHITA 

SU 

X 

X 

Cloartfater Creek 

80E 

7 



Sedgviok Boys Hone 

z 

- 

- 


X 




VICIIITA 

su 

X 

X 

31g S lough 

t 

1 



Uunlolpal Airport 

2 

- 



fC 




V INCH ESTER 

MR 

X 

- 

Dry Ravine 

125B 

1 


II 

Jefforeon Co* Hosp. 

U 

- 

- 


X 



B 

«CNFIBLD 

SU 

X 

A703.6-a7.3 

Tlwber Creak 

2,l00B 

7 



State Training Soh. 

2 

- 

-2. 5-0.4 


210B 



D 









13 









l4 









15 









16 









17 









18 


















20 









21 









22 








1 

23 









24 









2% 









26 









27 









28 









25) 









30 




1 
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1NVENTOR.Y OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


KAKSA5 

1962 

PACIE 13 








Dcs’d 

TREATMENT FACILITIES 

COMMUNlTVjSFAVER 




s 

For 



I960 

Piipulatinn 

Estimated 

H 

U.S 

Average 


OR 

SANITARY TMSTRICT 
INSTITUTION 

COUNTY 

Population 

Served 

> 

Wi 

cd 

ujw 

0 ^ 

£ d o 
> < o 

Daily Flow 
MGD 

TREATMENT 



P.E. 






£s 

< Q :s 

(lOOO’s) 




i 

4 

B 

6 

7 


WESTWOOD HILLS 

Johnson 

49> 

(495) 


X 


None 



- 

- 

9 

- 

- 

(thru Kansas City Missouri sowers) 

vetuqre: 

Neaaha 

390 

360 

9 

0.040E 

0.070 

BhClPtrCpBo 



- 


9 

- 

0,600 

* WICHITA 

Sedgrlok 

25d,f>90 

294,000 


28.360 

45.000 

SfuChApCmDcflirstQoFtrCfflLaZiL 



- 

- 

H 

- 

300.00 

.. 

WICHITA-Bel Alra 

SedgviQk 

« 

1,000 

9 

O.lOO 

0.090 

Lo 

Icnot D« 


- 

“ 

jfl 

- 

0.950 


WICHITA-aionvlll^ 

SedgviGfc 

- 

2,000 


X 

0.250 

GhCmFtrCmDchrBo 

Imp. D« 


3r 

- 

B 

- 

2.500 


WICHITA 

Hemphill Addition 

Sedge Ick 

: 

(300) 

1 

X 

- 

&eo Wichita Sunflower tnp. D, 

trcHITA-Jsyhart 

Sedgriok 

- 

1,500 

H 

0.I40E 

0.140 

ShClQo 

Icip4 D« 


- 

- 

B 

- 

1.400 


WICHITA 

Sedgwick 


2,800 


0.2808 

1.000 

BhClBo 

Oaklavn 


- 

- 

- 


5.350 


mcHITA 

ParV City 

Sed&elok 


5,000 


0,500E 

0.500 

5.000 

ShCrflFtrCpLoDohrtBo 

it WICniTA-Sunflower 

Imp4 0 

Sedgwick 

: 

850 


X 

0.200 

2.000 

ShClFtrCpBo 

WrCHm-fiestlLnic 

SodgTiok. 

- 

8,000 


X 

1,400 

CnFtrCnDortLoBo 

Imp. D* 



*■ 


- 

13.000 


wasBY 

Uorris 


240 


X 

0.030 

Lo 



- 

- 


- 

0.300 


WHITE cm 

Horrid 


300 


0.0308 

0.080 

8hClFtrCpLoBo 






• 

0.600 


WHITEtATER 

Butler 

499 

500 


0.050B 

0.060 

ShClPtrCpBo 




- 


- 

0.750 


VILLOYBROOK 

Reno 

62 

60 


0.010 

- 

None 

WILSON 

Ellsworth 

905 

850 


0.180 

O.llO 

ShClFtrCpBo 




“ 


- 

1.000 


flNOOV 

UcPhorson 

168 

175 


O.OlOB 

0.020 

Lo 




- 



0,275 


VI If FIELD 

Cowley 

Li, 117 

U,000 


0.970E 

0.900 

SmCnAixiCaDYrtBo 




- 


- 

7.000 


VIHONA 

Logan 

393 

300 


0.0308 

0,040 

Lo 



- 

^ 1 


- 

0.430 


WOODS INK / , 

SlokinsDn 

173 

83 


0.0108 

0,020 

ShClLoBo 

YAf^CE^TER 



• 



0,300 


Woodson 

2,080 

1,900 


0.1708 

0,200 

ShCiaFtrCpDopBo 




•* 

•* 


2.500 


AUGUSTA CAWP 

Butler 

250 

70 

3 

X 


Lo 

Ta-WA-Ko-Nt 


- 




0.070 

CHANUT8 

Tm B. HovplUl 

Neosho 

100 

100 

S 

X 

0.010 

0.150 

ShClFeBo 

CUSTER HILL CAHP 

Riley 

.X 

X 

8 

X 

X ' 

SoCoFtrCpEoD f hrtBo 

JUHGTIOH cm 

4-H Canp 

Oeary 

X 

X 

8 

X 

0.020 

0.500 

ClFsEohBo 

LANSfHO 

State Penltaatiary 

Leave nwoth 

1,673 

2,000 

S 

0.350 

0.800 

2.400 

SohClFtrCpBo 

LARHED 

Statft Hospital 

Pawnee 

3,000 

3,000 

S 

0.250B 

0.300 

3,400 

ShClFtrCnLo 

LAIRENCB 

Haskall Institute 

Pouglaa 

500 

500 

S 

X 

0.150 

1,200 

BhCiAmCpBo 

NORTON 

state Sanitarium 

Norton 

hmi 

1,200 

8 

O.IOOB 

0.150 

1.000 

ShCtFtrCpFaBo 

0SAVATOWI8 

H&te Hospital 

Klami 

1,775 

2,225 

S 

0.1808 

j 

0.250 

2,300 

ShClFtrCpBo 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YI:AR 


KANSAS 

1962 

pa<;e 1*^ of 15 


COM^SU^^ITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


IBSlfOOD HILLS 
VErrUORS 

* fflCIIlTA 

WIcaiTA-B®l Atre 

IfCHITA-OlenvlUa 
Imp* D. 

IICHITA 

IfenphlU Addlton 

ffICHTTA- Jay hawk: 
Tmp. D* 

TICniTA 
Oaklavn 
WICHITA 
Park City 

* wrCHITA-Sunflower 
Imp, D* 

WrCHCXA-VastUolc 
lop. D» 

witsErt 

WHITE om 

WHITEWATER 

WILLOWDROOR 

WILSON 

WINODH 

WINFIELD 

WINONA 

WOODBIHE 

CErfTER 

AUaUSTA CAMP 
T«-Nft-Ko-Nl 
CHANUTB 
T» HoapttaL 
CUSTER HILL CAUP 

JUNCTION cm 

4-N Caiip 
UNSINQ 

State PenltantUry 
LARNED 

State Hospital 
LAIRTKCE 

Haskell Inatltuto 
NORTON 

State Seniteriuo 
OSAtATOWIC 
State Hpapital 


WATER. 

COURSE 

MILEAGE 


DISCHARGE 

TO 


Missouri River 


K63*3**42 Spring Creek 

A763 Arkansas River 


A770-X Bast Fork of 

■* Chisholm Creek 

A76<1 .0-3.8 Big Slough 

** Big drainage ditch 

A760(E) Arkansas River 

A766.0 Arkansas River 

A76B.0-t2*3 Chisholm Creek 

A762. 0-3.5 Hig drainage ditch 

X Cowskln Creek 

* Tributary to 

" Neosho River 

N470-10 Dry Creek 

A703. 6-76.3 teat Branch of 

-16.2-22.9 Whitewater River 

AB18.5-L0 Gov Creek 

KR169*2- Wilson Creek 

252.0-2.5 

A774.5-Q5 Little Arkansas River 

A703.6-.24,1 Walnut River 
X Hack berry Creek 

X Lyons Creek 

N279-24 Dry Tributary to 

- South Owl Creek 

- Sante Fe Lake 

N270 Neosho River 

K164-3 Three Mile Creek 

X Stoney Creek 

Nine Mile Creek 

AB98-6 Irrigation Canals and 

- Pawnee Creek 

K40.7-iO Vakarusa River 


Irrigation Canals and 
Pawnee Creek 


P.R. (BOD) 

■3 

X 

UN- 

TREATED 

WASTE 

S L» 
= £ 

DIS. 

CHARGED 

WASTE 

3 JS 


ni 


KL169.2- Prairie Dog Creek 

S39*8-60.7 

0369.5 Marais des Cygnes River 


360E 7 
40B - 

350,OOOE 7 
70,000G - 

i,oooe 7 

K 

2r000B 5 
500B - 


l,500E 7 
900B - 
2,800E 7 
1.700B - 
6t500G I 
5ooe - 


8|000G 7 

i, 2 ooe - 


300E 7 
60B - 
400E 7 
BOB - 

60B 0 
LOB - 

2.050B I 
5 LOG - 

173B 7 

UiOOOB 4 
4,000G - 

3001; 7 
85E 7 
2,400B 7 
70B 7 


2,700e |7 
700E 


71 














INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 

ICAJ4SA5 

1962 



lESTfOOD HILLS 

iETMORS 

ft WICHITA 

WICHITA-Bel Alra 
lOD. E). 

Imp* 0, 

wrCHITA 

Hemphill Addition 
wrcHITA-JayhasIc 

Imp4 D. 

WrCHlTA 
Oaklavn 
WICHITA 
Park City 

ft WICHITA-Sunfloior 
Imp, D 

WICHITA -West link 

T&)d. D. 

WILS2I 

WHITE CITY 

WHirESrATER 

iriLLOYQROOK 

WILSOH 

VIH'QOU 

WIHFIELD 

WIMO^YA 

iOODRIHE 

ft WYAMDOTTE TWP 

S. D. # 7 

YATES CEWTER 

AUGUSTA CAWP 

Tft-Wa-Ko-Wt 

CHA^KITB 

T. 6« Hospital 
CUSTER HILL CAHP 

JUNCTIOJI CITY 
4-H Caap 

UN3IHO 

Stata Panitentlary 
LARHEO 

Stata Hospital 

lawrehce 

Haakall insUtuta 
NORTCM 

Stata Sanltarlua 


Johnson 

Nemaha 

Sedgilok 

Sedgvlck 

Sddgvick 

Sedgwick 

Sedgwick 

Sedgwick 

Sedgwick 

Sedgwick 

Sedgwick 

Uorris 

Ucrrla 

Sutler 

Reno 

Ellsworth 

UoPhersen 

Covley 

Logan 

Dickinson 

Wyandotte 

Woodson 

Butler 

Nooflho 

Riley 

Geary 

Leavenvoth 

Pawnee 

Douglas 

Horton 


495 (495J XX - Hono 

“ - - - - (thru Kansas City Hlogourt soivora) 

390 360 3 0.040E 0,070 ShCiFtrCpBo 

O.feOO “ 

254,698 294,000 S 28,360 45.000 SnQhApCmDcfhrBtBoPtrCtnLsZil 

500.00 - 

1.000 3 0.100 0.090 Lo 

0.950 « 

2.000 S X 0.250 ShCmFtrCraDohrBo 

- - - - 2,500 - 

’ (300) S X ** See Wlchltn Sunflower Imp. D« 

1,500 3 0.140E O.HO ShClBo 
1.400 - 

2,800 S 0.2fl0B 1,000 ShClBo 
5.350 - 

5.000 a 0.500B 0.500 ShCfliFtrCpLoDohrtBo 

5.000 - 

050 8 X 0.200 ShClFtrCpBo 

2.000 - 


8,000 3 X 1,400 CraFtrCmDcrtLoBo 

13.000 .. 

240 X X 0.030 Lo 
0,300 „ 

300 S 0.030E 0.080 ShClFtrCpLoBo 
0,800 .. 

500 S 0.050B 0.060 ShClFtrCpBo 
0.750 - 

60 3 0,010 - Hono 

850 8 0.180 0,110 ShCiFtrCpBo 

1.000 - 

175 3 O.OlOE 0.020 Lo 

0.275 - 

11.000 S 0,970B 0.900 SoCinAitiCraDfrtDo 

7.000 - 
300 S 0.030B 0.040 Lo 

0.430 - 

85 3 O.OlOE 0.020 ShClLoBo 
0,300 - 

1,200 S 0,092 - Mon^ 

1,900 S 0.170B 0.200 ShCmFtrCpDopBo 
2,500 - 

VO 8 X X Lo 

0.070 - 

100 8 X O.OlO ShClFeBo 
0.150 - 

* ® * X ScCmPtrCpEcDfhrtBo 

*■ “ ' X . - 

* S X 0,020 CiFaEchBo 

0.500 

2.000 3 0,350 0,800 SohClFtrCpBo 

“ - - 2.400 - 

3.000 S 0,250E 0.300 ShClFtrCraLo 

3.400 - 

300 8 X 0.150 ShClAnCpBo 

“ - “ 1,200 - 

1,200 3 O.IOOB 0.150 ShClFtrCpFaBo 

1.000 - 
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drain- 

community, SEWER BASIN 
OR 

SANITARY DISTRICT .. 

INSTITUTION Min'Sub. 


WATER* 

COURSE 

MILEAGE 


l ITillTin i 


DISCHARGE 

TO 


Hiasouri River 


X K63,3-42 Spring Creek 
- - 12-14 


X A763 
X A770-X 


Arkenaao River 


X A770-X [Bast Fork of 
- - Chisholm Creek 

X A764«0-3«$ Big Slough 

* - Big drainage ditch 

X A760(E) Arkansas River 

X A7664O Arkansas River 

X A768*0-12«3 Ohiaholiii Creek 

X A762«0-5*:? Big drainage ditch 

X X Covskin Creek 


- X 

X N470-10 I Dry Creek 


Tributary to 
Neosho River 


X A703. 6-76.3 lest Branch of 
- -16.2-22.9 Whitewater River 

X A818.3-10 Cow Creek 


MR X KRI69.2- Wilson Creek 

11 - 252.0-2.3 

SU X A774.5-85 Little Arkansas River 
X A703* 6-24.1 Walnut River 


X X Raok berry Creek 

X X Lyons Creek 

- X Kansas River 

X ■N279-24 Dry Tributary to 
" - South Owl Creek 


X - 
X N270 
X K164-3 

X X 


Sante Fa Lake 
Neosho River 
Three Mile Creek 
Btoney Creek 


X U399.5-1.0 Nine Mile Creek 
12 - - 

SU X AB9B-6 Irrigation Canals end 

- - Pawnee Creek 

X K40.7-L0 Vakarusa River 

X KLI69.2- Prairie Dog Creek 

- ! 39* 8-60. 7 


PR (BOD) 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


350,O00E 7 
VO.OOOE - 



II9OOOC 

4.000B 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


OSAVATOaiE 
StatQ Hospital 
PETTSBURQ 

Mt, Camel Hospital 
ST, HARTS 
St, Harya College 
TOPEKA 

Hoys Indus t. School 
TOPEKA 

Rochester School 
TOPEKA 

8t, Vooatlonal Seh 
TOPEKA 

State Hospital 
TOPEKA 

iashburn Rural Soh 
WrCHlTA 

Sedgvlck Boys Hotne 
WICHITA 

Hunlolpal Airport 
WINCHESTER 
Jefferson Co, Hosp, 
ilNPIELO 

State Training Boh. 


COUNTY 


UiatDt 

Craeford 

PottavatoEnla 

Shavnee 

Shaenee 

Shavnee 

Shavnee 

Kansas 

Eedgvlok 

Sedgvlok 

Jefferson 

Covley 


t<\so 

Papulnion 


Estimated 

Population 

Served 


1.775 

350 

zzo 

283 

500 

200 

2,100 

350 

80 

125 

2,100 


2,S25 

350 

220 

350 

500 

200 

( 2 , 100 ) 

350 

80 

X 

125 

2,100 




STATE ^ ^ 

YEAR 


KANSAS 

— 1 1 :: 

1962 J 

PACjE 15 Ct 15 


w 2 
< 

< S 


P,180G 


0.O4OE 

OMOZ 

X 

X 

[0.030E 

X 

X 

X 

ioaioE 


For 


Average 

]DailyFlow| 

MGD 


P.E. 

(lOOO’s) 


0,250 

2.500 

0.060 

0,400 

X 
X 

0.030 

0.300 

0.050 

0.500 

0.045 

0.300 


0.030 

0.300 

O.OlO 

0.120 

0.030 

0.500 

0.010 

O.lOO 

0.190 

2.500 


TREATMENT FACILITIES 


TREATMENT 


ShClFtrCpBo 

ShClPlrCpBo 

Cs 

SohCiFtrCpBo 

CsFg 

ClPtrCpFsBo 
See Topeka 
CsFth 
Lo 

ShClFtrCpBo 

ClLo 

ShCmFtrCtBDcptBo 


ir\E 

NO 


ICi 

n 

11 

15 

16 

IT 

1« 

I? 

20 

n 

31 

21 

IS 

J6 

JT 

n 

» 

30 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


INE 

COMMUNITY, 5 EWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN' 

AGE 

BASIN 

WATER^ 

COURSE 

MILEAGE 

DISCHARGE 

TO 

RE. (BOD) 

1 

s| 

ll 

REMARKS 

UN- 

TREATED 

WASTE 

Maj, 

Min. 

Sub- 

DIS- 

CHARGED ; 
WASTE ; 


9 

m 

ica 

tl 

12 

13 

M 

15 

1 

OSARATOMIE 

m 

X 

0369*5 

Marais des Cygnes River 

2>225B 




State Hospital 

14 

- 

- 


450E 



2 

PITTSBURQ 

su 

X 


Abandoned mine 

350E 




Mt« CarjAo! Hospital 

4 

- 



70B 



5 

ST. MARTS 

UH 

X 

K 107*7 

Kansas River 

220B 

5 



St;« Uarya Col lego 

11 

" 

“ 


200B 



4 

TOPEKA 

UR 

X 

KOO,S-3.5 

Soldier Creek 

350E 

7 



Boya Tndust* School 

11 

- 

- 


50G 



S 

TOPEKA 

UR 

X 

K75-X 

Tributary to 

500E 

7 



Aoohestar Sahool 

11 

- 

- 

Soldier Creek 

130B 



e 

TOPEKA 

UR 

X 

K74,5 

Deer Creek 

200E 

7 



St, Vocational Sch# 

11 

- 



50B 



7 

TOPEKA 

UR 

X 


Kansas River 

L 




State Roapltal 

ll 

> 

1 





a 

TOPEKA 

UR 

X 

.. 

Dry Ravine 

350B 

I 



fl^ahbut*n Rural Soh, 

IL 

- 

- 


508 

- 


9 

Pf CHITA 

StI 

X 

X 

Clearwater Creek 

aoB 

7 



Sedgalck Boys Homo 

,2 

- 

- 


X 

- 


10 

wrcum 

SU 

X 

X 

Big 8 lough 

X 

1 



Uunloipal Airport 

2 

- 

- 


X 



11 

VIHCHESTER 

MR 

X 


Dry Ravine 

125G 

1 



Jeftoraon Co, Hosp, 

IL 

- 

- 


X 

- 


12 

flKPrCLD 

SU 

X 

A703,6-27*5 

Timber Creek 

lOOB 

7 



State TraltiLng Sch, 

2 

- 

-2.5-.0.4 


210B 



11 









ti 









15 









16 









17 









IS 





1 




19 









20 




i 





21 









27 


1 

1 







15 









24 









25 









26 









27 









ZB 









29 










STATE 

YEAR 


KANSAS 

1962 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


Community or fadillty 
providing, sever eervlce 

ANDOVER 

MISSION TtfP S.D.#1 


MISSION OVP S.D.#2 

NEWTON 

VICHm 

VICHITA-SUNFLCWER IMPROVEMENT 


STATE 

YEAR 


KANSAS 

I 1962 

PA<JI= 


KANSAS 


Canmunities and/or 
facilities served 


Butler Co. 

Butler Co. S.D.fa 
Butler Co. 

Fairway 
Mission Woods 
Overland P£u?k 
Prairie Village 
Roseland Pork 
Westwood 

Olenwood Heights 

North Newton 

Eastborough 

DISTRICT Wichlta-Hemphill Addition 

Topeka 


WIAHDOTTE TWP 8.i>.#7 


Quindaro TWP S.D,#1 



The data for this State have been collected 
with the helpful cooperation of the: 


Minnesota Department of Health 
Division of Environmental Sanitation 
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INVENTORY OF IVflJNICIPAL WASTE FACILITIES 


STATE 

YEAR 



196 a 

PAGE 1 of l6 


UNE 

NO. 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN. 

AGE 

BASIN 


Sub 


WATER- 

COURSE 

MILEAGE 


DISCHARGE 

TO 


RE (BOD) 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


REMARKS 


LO 


lOa 


11 


12 




15 


t 
2 
h 
i 
1 
6 
7 

S 

9 

10 

Ik 

M 

13 

N 

15 

16 
17 
IS 

19 

20 
2k 
22 
23 
U 
23 
26 

27 ‘ 

28 
29 

y> 


ADA 

ADARS 

ADRIAll 

AITKIN 

ALDANT 

ALBERT LEA 

ALBERTVILLE 

ALEXANDRIA 

ALTVRA 

AUBOr 

ANHANDALG 

ANOKA 

APRLETCN 

ARDEN HILLS 

ARGriG 

ARLINQTOI 

ASHBY 

ATtATER 

AURORA 

* AUSTIN 

GABBITT 

BAOLET 

BARHmiLLE 

BARNUN 

BARAE1T 

BAEIRT 

BATUe LAKB 
BAUDEtTB 
BATPORT 
BELLE FLAINE 


UNI 

1 

UN 

10 

UR 

7 

UN 

3 

UN| 

3 

UN 

10 

UN 

3 

UN 

3 
UN 
6 

UN 

4 

UN 

5 

UN 

3 

UNI 

4 

UN 

b 

UN| 

I 

UN| 

4 

UN| 

3 

UN| 

3 

«L 

23 

UN 

10 

VL 

S3 

UH| 

1 

uu| 

1 

utn 

5 

UN| 

4 

um 

4 

mil 

L 

uu| 

2 

UN| 

5 

UN| 

4 


R190-30B 

• 

HRSlO-bSEr 

80E>306 

UNlUOfi 


Nn07-20E-x 

NlB0a-73B 

-x-x 

NI864S-x-)C 

U1631 

NI808-150B- 

x-x 


RlOOE-x 
NIB08-33B-X 

U1839-100B 

6L90*x 

N1397.3-33- 

277 

6L80E*40E 

R140-30E-. 

80& 

R225B-X-X . 


«1775.3-83E| 

-30E 

NlS0d-t30E 

-65E 


Marsh River 
Little Cedar River 
Kanaratisle River 
Nlsslsalppi River 
Lagoon 

lAlbert Lea Lake 
Sohool Lake 
Lake Ninona 

Creek to Whitewater River 
I Maple River 

Greek to Clearwater Lake 

Nlaalaelppl River 

Pomme de Terre River 

[Uleelaaippl River 

Middle River 

High lAland Creek 

Little Grant Lake 

Middle Pork of 
Crow River 

Creek to 
St Louis River 
Red Cedar River 

Enbarrase River 

Clearwater River 

Willow Creek 

Mooift Horn River 


RRBOE ^ 

X 

UlSoa^50£ 


Dltoh to 

Pomme de Terre River 
Little Nlnneaota River 

Slaughterhouse Slough 

Rainy River 

Saint Croix River 

Minnesota River 


*»UH1397-5-35E-203B^IQOB 


^Domeatio rate* 


*Joint plant with Bayport State Prieon 
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LINE 

COMJCUNITY, SEWER 
OR 

SANITARY DISTRICT- 
INSTITUTION 

DRAIN. 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 


RE, (BOD) 

1 

2 

■2 6 

oJS 

REMARKS 

DISCHARGE 

TO 

UN- 

TREATED 

WASTE 

Mjj. 

Mifi. 

Sub. 

DIS. 

CHARGED 

WASTE 


9 

10 

lOa 

11 

12 

13 

14 

15 

1 

BZV/IEW 

m 

- 

M1808-120B 

Ditch to 

X 

X 




4 

- 

-X 

Minnesota River 

X 

- 


2 

l&EUIDJI 

UU 

- 

M2100B 

Mississippi River 

X 

7 




3 

** 

“ 


X 

- 


3 

BENSOK 

UM 

- 

U 180 a -1235 

Chippewa River 

X 

1 




4^ 

- 

-AOB 


X 

- 


4 

BERTHA 

UM 

- 

ML9&3E-809 

Partridge River 

X 

1 




? 

- 

" 


X 

- 


i 

BiSD ISUND 

UM 

- 

MI8O8-9OE7 

Ditch to East Fork of 

X 

0 




4 

- 

20 E 

Reever Creek 

X 

- 


6 

SJMBIK 

WL 

- 

SLBO-X 

Diwablk Creek to 

X 

X 




33 

- 

- 

Cmbaraaa Lake 

X 

- 


7 

BUCK DUCK 

UM 


X 

Biaokduok Lake to 

X 

7 




1 

“ 

-■ 

Rleokduok River 

X 

- 


8 

BLOOM [HO PRAiniB 

UM 

- 

ttl397*5-35- 

Ditch to 

X 

7 




10 

- 

296E 

Red Cedar River 

X 



9 

BLOOMINGTON 

UK 

- 

- 

Uiasiasippi River 

- 

- 




6 

- ■ 

“ 


- 

- 


10 

DIOS tmu 

UM 

- 

M180B-50E-. 

Blue Earth River 

X 

0 




4 

- 

75E 


X 

- 


n 

BOCK 

UK 

- 

X 

Bogus Creek 

X 

5 




3 


- 


X 



II 

ft BOVEY 

UU 

- 

- 

Trout Lake 

X 

7 

«»Joint plant with Coleratnei 



3 

- 



X 



13 

BRANAM 

UM 


Mie30.8-63S 

Dltph to Rua River 

X 

L 




3 

- 

- 


X 

- 



BRAmSRD 

UM 

- 

UU2LOOS 

Mlsaiaslppl River 

X 

7 




3 

- 

- 


X 

- 


J5 

BRANDON 

UM 

- 

- 

Slough 

X 

7 




4 


- 


X 

« 


16 

DRSCKmiDCC 

UM 

- 

- 

Lagoon 

X 

7 




1 

" 

- 


X 

- 


J7 

briceun 

UM 

- 

M10O8-5OE 

East Pork of Blue 

X 

0 




4 

- 

-80E 

Earth River 

X 

- 


18 

BROOKLYN CCmR 

UM 

6 

- 

“ 

Mlsslsalppi River 

- 

- 


19 

BROINBOALG 

UM 

* j 

Ml397*5-35 

Robert Creek 

X 

7 




10 


-278E-15B 


X 



20 

BR0YN8 VALLEY 

UM 


Mia0B-240G 

Little Minnesota River 

X 

7 




* 

- •' 

- 


X 

- 


21 

BR01.YTON 

UM 

- 

• 

Lake Addle 

X 

0 




3 


- 


X 

- 


22 ! 

BUFFALO 

UM 

- 


Buffalo Lake 

^ ■ \ 

7 




3 

• 

“ 


X 

- 


23 

BUFFALO UXG 

UM 

- 

M1839S-X 

Buffalo Creek 

X 

0 




3 

- 

“ 


X 

" 



BUEL 

ML 

• : 

8Ll40E^x 

Buhl Creek to 

X 

7 




23 

- 

- 

Six Mile Lake 

X 

- 


2S 

BimEEFIELD 

UM 

- 

MIBOS-SDS 

North Branch of 

X 

7 




4 

- 

-40B 

Watonwan River 

X 

- 


16 

BYECN 

UM 

- 

Ml7i4-X 

Creek to S* Middle Branch 

X 

7 




6 

- 


of Zumbro River 

X 

- 


27 

CALEDONIA 

UM 


M1643.2-L3B 

Ditch to Crooked Creek 

X 

1 




6 

- 

- 

' 

X 



28 

CALUIAT 

UM 

- 

Ilie39&-X 

Ditch to Buffalo River 

X 

X . 




1 

- 

- 


X 

- 


29 

CALUMET 

UM 


X 

Plnacle Lake Outlet 

X 

2 




3 

- 


i 

X 

- 


JO 

CAMBHIDGB 

UU 

- 

M1830»3-4C)E 

Rum River 

X 

7 




6 

- 

- 


X 




STATE 

YEAR 


MIHNESOrA 

1968 

a. of 16. _ 
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COMMUNITY, SEWER 
OR 

SANITAKY DISTRICT 
INSTITUTION 



CANBT 

CANRON FALLS 

CARTON 

CARLTON 

CASS LAKB 

CHAN NASS SR 

CNASKA 

CHATFIELD 

CHISAOO CITY 

CHISHOLII 

CHOKIO 

CLARA CITY 

CLAREROKr 

CLARISSA 

CLARKFieXD 

CLEARBROOK 

CLCVELANO 

CLINAX 

CLINTON 

CLOQUET 

COEATO 

COLO SPRINO 


TfrUov Ufl<ILoiii 9 
Q«odhu« 

FlUvora 

Carl toQ 

Gaga 

Carrar 

Carver 

FlUnore 


irlghi 

Stearng 


I 960 Tstimstcd 

Population Population 

Served 


1,930 S 
1,850 
420 
780 

1,430 I 
220 I 
2,250 3 
1,660 £ 


si 

1 581 P.E. 

< Q Si (looo’j) 


1 196 a ] PAGE ^ 1(5 

TREATMENT PArnTn^ 


Treatment 


0.252 CtnFthCraEogDogBo 
3.400 - 

^ Nona 

0.060 SoCiFtrCpE:agBoX<lp 
0.900 - 

0.275 ShCfflEcgDflhrBo 



Chisago 

772 

(700) 

Saint Loula 

7,144 

6,430 

Stavana 

498 

450 

Chippeva 

1,358 

1,220 

Dodga 

466 

420 

Todd 

569 

510 

Yell at Uedtolna 

1,100 

990 

CUartaiar 

. 650 

590 

LaSuer 

389 

' 350 

PaU 

310 

280 

Big Stona 

565 

510 

Carlton 

9,013 

8,110 


1,220 0 

1,5B0 3 


COLEtUtHB 

Itaaoa 

1,346 

eoiUMBIA HEHtUTS 

Anoka 

IT, 533 

COIIKSBr 

Brovn 

616 

COOK 

Saint Loula 

527 

COOLEt 

Itaaoa 

87 

COTTOSfOOD 1 

Lyan 

717 

CSOWSLL 1 

PaU 

187 

caoomon 1 

1 

PoU 

8,546 


170 3 
7,690 SO 

















INVENTORY OF MUNICIPAL WASTE FACILITIES 



CANS! 

m 



4 

- 

CANHON PALLS 

UM 

- 


6 

- 

CANTOR 

UU 



6 

- 

CARLIOR 

WL 



23 

- 

CASS USE 

m 

- 


3 

- 

CHAN!) ASS EN 

DM 

- 


4 


CHASiCA 

UU 

- 


4 

- 

CHATPIELD 

UM 

- 


6 

- 

enrsAoo cm 

UM 

. 


5 

- 

ClilSROLM 

«L 



23 

- 

CHOKIO 

UH 



4 

- 

CLARA CITY 

UU 

- 


4 

- 

CLAREMONT 

UM 

.. 


6 


CLARISSA 

UU 

- 


3 

- 

CLARKPIELD 

UU 

- 


4 

- 

CLBAflBROOK 

UU 



1 

- 

CLBmAMD 

UU 

- 


4 

- 

CLIMAX 

UU 



'1 : 

- 

CLIHTOJt 

UM 



4 

- 

CLOCOET 

WL 



23 

- 

COKATO 

UM 



3 

- 

COLD SPRINO 

UM 

- 


3 

- 

COLERAINE 

UM 

- 


3 

- 

COLOMRIA RElQHTa 

UU 



6 

- 

COMFRET 

UM 

- 


4 

- 

COOK 

UM 



2 

- 

COOLEY 

UU 

- 


3 

- 

COTTOHIODD 

UU 



4 


CROWELL 

UM 

p. 


3 

“ 

CaOOKSTOM 

UM 



1 

- 


Lac Qul Par La River 

M1756*9*'2QE Little Cannon River to 

- Cannon River 

X Ditch to #lse Creek to 

- a. Pork of Root River 

SLISE Saint Louis River 

X Creek to Pikes Gay of 

- Caea Lake 

UM1808-X Dltoh to Rioe Uorsh Lake 
UIG03-?0& ktlnnesota River 

M1657-70B North Granoh of 

- Root Rlvor 
Uud Lake to 

- Siinrlae River 
SL90E-70B East Siran River 

U1608^1GOB Drainage Dltoh 

111808- 120B Hawk Creek 
-25B 

M17M-50B South Middle Branch of 
-40D26-I730()7nmbro River 
U198OE-30E Eagle Creek 
-SOS 

MIQ08-130B Hazel River 

-X 

RHO-50E Clearwater Rlvor 
-70B 

MI808-33B Cherry Creek 

-X 

R180E-X Sand HI U River 

- Soil absorption overflow 

- to marsh 

SL23E Saint Louis River 

M1839-X Sucker Creek 
Ml804E-a5B Sauk River 

- Trout Lake 
Mississippi River 

K1808-75E-X Ditch to Little 

- Cottonwood River 
PR4aB-l20E Little Fork River 

X pickerel Creek 

111808-1 1 3E" Cottonwood Lake to 
ROE Yellow Medicine River 

X Xsmaraok River 

R140-40B Red Lake River 




















COMMUMITiJ SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


INVENTORY OF MUNICIPAL WASTE FACILITIES 

ISTATE 


COUNTY 


CRISTAL 


Crow »lng 
Hennepin 


I960 Esrijnatcd 

Pobulanon Population 

^fvcd 


2,^29 2,370 S 

24,203 (21,850) 3 


^ I For 


MtWHgSOIA 


Dts'd 


1962 page 

treatment facilitirs ~ 



See Uinneapolls-Salnt Paul S, 0, 


Crow fljig 


deer river 
DEBnwOOD 
J)B OPAFP 


DETROIT LARES 

DILfORTH 

DOJXIE CEHTBR 

DOMMELLr 

* DULUTH 
rwaln Plant) 

DULUTH 

(SniUhvlUe Plant) 
DULUTH 

(Fairmouni Park) 
DULUTH 

(Qary-Hew flulutli) 
QEHD 

EAST ORAND FORKS 


EDOERTOB 


ELBOf UKE 


ELK RIVER 
ELLSfORTH 


Lao Qul Parle 


Crow ling 


Stevens 
Saint Louis 
Saint Louie 
Saint Louie 
Saint Louis 


Faribault 
Yellow Uedlolne 
Pipestone 
Hennepin 


Vabasha 

Sherburne 


l »590 S 


i»6l2 1,450 S 
5,633 5,070 S 
2,102 (1,890) 3 
1,441 1,300 3 


106,884 


6,300 8 


28,501 (25,650) S 

1,521 1,370 S 


1,590 8 


0.042 ClBo 
0.700 - 

0.050 Lo 
0.490 - 

^•120 ShClFthCraEchBo 
1.700 « 

0*110 CIB 
1.400 .. 

- Mon© 

0.085 CiBo 
1.400 - 

None 

0. 176 ShCfflFthCmEhZiBo 
2.600 - 

aoiooo ® S^PthCuFtnCoEoDra ZoVv 
See Moorhead 

ShCoFthCmEohDorBo 
3.000 « 


ShOahOaCnEogHoin 

i56.l0 

0*500 ShGahOaCctCogHoin 

6.250 .. 

0.700 SmGahOaCoBogHon 
8.750 - 

0.260 ShOahOaCmEogHcm 

3.250 - 

0.085 Lo 
1.620 - 

1.400 ShLo 
28,200 - 

None 

0.092 ShCnnhCoEcDcpBo 
0.880 “ 

0,100 ShClFtCpBo 

1.660 - 

See Nlnneapolls-Salnt Paul S. D. 

0.220 ShCroPthCnEoZlB 

2.400 - 

0.120 ShCmPthrCoEcgDorBo 
2.400 - 

0.400 EhCtaFthCDEogDoroBoXod 
4.000 ~ 

0.076 ShClFtnCiD&chBo 
1.080 - 


84 






INVENTORY OF MUNICIPAL WASTE FACILITIES 


CflYBTAL 


STATE 

YEAR 

MINNESOTA 

1962 


;r. 

COURSH 

MILEAGE 


iiQEsai 


P,E. (BOD) 


DBS. ^ s 
CHARGED 'BJS: 
WASTE 


pAVSON 
DKEfl ElVEn 
pBEBIffOOD 
PK CiRAFi!* 

DCU»0 

DinniOtT LAKES 

0ILfiORTEI 

DODOS GEttTCR 

DONKEUY 

ft DULUTH 
(Main PUni) 

DULUTH 

(Ssvltbvillo Flonl) 
DULUTH 

(Fairfflounb Purk) 
DULUTH 

fOary-How DuUtH) 
KAOLE DSHD 

EAST OrrAMO FORKS 

rASTOH 

ECHO 

emertom 


£ 

IXBOf UK& 


sue HtVER 
ELUfORTH 


MS04QE-X Sarpont Greek x 

" Uisalasippi River 

U1323-500B i)ea Uolnea River x 

~ X 

X Rabbit Lake Outlet x 

X 

Ml 727^5-' Chippewa River x 

125E-90K X 

Shell Lake (Darwin Lake) x 

" X 

X Creek to Spring Lake x 

« X 

MIOOO-HOE- Leo Qui Perlo River x 

20E X 

H3175-X Deer River x 

*- X 

- Cranberry Lake x 

X 

Hl727»5-x Dry Run to East Branch of x 

- nhInoRwfl River x 

H1039-X Cro¥ River x 

- X 

R27OE-30Erx Foiloan River x 

- X 

Kod River 

UlTU'^OOe South Middle Branch of x 

« 7,umbro River x 

R330E-X Ditoh to Twelve Mile x 

- Crook X 

Lake Superior x 

X 

X Saint Louis River x 

X 

X Saint Louia River x 

^ X 

> X Hud Lake to x 

. « Saint Louie River x 


^ RHOE 


Eagle Creek 

Rod River of the North 


I - M1800-50E-: Maple River 

- dOB 

- MiaOQ-x Ditoh to C-l to 

- I - Hlnnaaota River 

- UR810.0-OE" Rook River 

- lOOE 

- Ml aatsalppl River 

^ . Worn Uke 

- II1707-X mhttewater River 

« MieSOE Mlssieeippl River 

- HRBIO-SOG- Creek to 

-- 65B Konaraneie River 


REMARKS 












inventory of municipal waste faciuties 

^ ~ Iyear 


MIKKESQTA 


COMMUNITN^ SR’WER 
OR 

SANITARY DISTRICT 
INSTITUTION 


CLROHB 

EW 

CHUOIIS 

ESICO 

EVELETH 

excelsior 

EYOTA 

EAimX 

rfllRHOTP 

TALCOM HEIGHTS 

TARiBAULT 

rARRIW0T0,T 

FAYAIi TfP 

PBaauS FALLS 

PERTILG 

FLEIfSBURQ 

FLOODIOOD 

FOLSlf 

forest lake 

FOSSTOK 

FRA:fICLIK 

FRAlIICLm 

FRASER 

FRA2EB 

PRHEPORT 

FRIpLSr 


FUUDA 

OATLORD 

gibbon 

QUBERT 


Reflvlllft 

Martin 
Haas ay 
Hioe 
Dakota 
Saint Louts 
Otter Tall 
Polk 

Morrison 

Saint Louis 

Benton 

fa ahlng ton 

Polk 

RenvlUa 

Saint Louis 

Saint Louis 

Beeker 

Btearna 

Anoka 

Murray 

Sibley 

Sibley 

Saint Louis 


19^ 

Population 


Estimated 

Population 

Served 


H ^ _ Pof 

w 9 Average 

^ O C OailyFlow 

si 

►-S! < O S (looo’s) 


1 19 6s PAQB 

TREATMENT PAalrnks ' 

treatment 


Faribault 

1,078 

970 

Saint Louis 

5,438 

4^890 

Freeborn 

406 

370 

Carlton 

340 

200 

Saint Louis 

5,721 

5,150 

Baanepln 

2,020 

1,820 

Olmsted 

558 

500 


i.-iag 1,340 [3 

9»745 8,770 8 

(5,330) 3 
lO.WO 15,830 3 

2,300 8,070 S 

-1,782 (300) S 

13,733 13,360 8 

968 870 8 

260 850 3 

W7 610 B 

UII2 1,000 8 

2,347! 8,110 3 

1.704 1,5 JO 3 

548 490 a 

45 50 a 

95 90 8 

1,083 970 s 

‘IS 550 8 

13,173 (13,660) 8 

1,208 1,080 8 

1,631 1,470 8 

896 810 8 

8,391 2,330 8 


0.100 

1.500 

0. 099 

1. aoo 

0.180 
2.000 
I 3.000 
15.000 


!6 ShLo 
iO - 

|0 SohQBCoFthCmBcDoprtBo 
12 ClBo 

lO - 

0 ShClPtnCpBo 
5 

ShClFtnCpBo 
J SoCoFtrCpFaBc^tDrBo 
J ShClPthCioEohBo 
J ShCoFtnCpBgDcBo 
' SoCaFtrCmBgDorHoBo 

80a Mlnneapolls^Salnt Paul 3* 

' SgOoCnFthCiaEcgDfhrtZllVv 
ShCraFthCmFthCmBogDohrBoXpd 
Bca Eveleth 

ShS tCoFthCwEcgDof hrntBoXpd 

Nona 

ShCiBo 

Nona 

ShS f F thCoP thCoEcgZlB 

ScCdAbCqEgDoBo 

ShClFtrCpEcOehBo 

None 

ClFtO Bo 

CiBo 

CiBo 

ClBo 

Bee Mlnneapolle-salnt Paul a* D* 
CiBo . 

Q«CpFthCaEcgDohrBoX pd 
ShLo 

ShOhCaPthCmEogOorBo 


INVENTORY OF MUNICIPAL WASTE FACILITIES 




COMKCUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN- 

AGE 

BASIN 


Wij. 

Min 


WATERS 

COURSE 

MILEAGE 


11 

HlQ0a-5OG 


STATE 

YEAR 


MUWESOTA 

3 - 96 a 

PAGE 5 of 16 


DISCHARGE 

TO 


UN- 

TREATED 

WASTE 


DIS- 
CHARGED 
WASTE 


12 


,E. (BOD) 


13 


14 


REMARKS 


EtMORS 

£LT 

rVIIOKS 

ESKO 

* GVELEriH 
EICSLSIOR 
EYOTA 
TAIRPAX 


^ I PAIRUOHT 

rAtCON HBiaHTS 


10 

11 

12 

13 

14 

15 

16 
17 
IS 
1^ 
JO 
II 
JJ 
33 
74 
33 
tS 
27 
2S 

29 

30 


FABIBAUtT 
mUIKOTOX 
FATAL TVP 
FEBQUS PALLS 
PERTILi: 
FLEHSBimo 

FLOOSVOOD 

POLET 

POaEIST LARS 

FOSSrOM 

FEUiJKLIN 

FRAHKLXN 

FRASER 

FRAZCB 

FREEPORT 

FR [DLET 

FULDA 

OATLORD 

QfBaOH 

OFLBm 


u» 

4 

U» 

2 

III 

IC 

«L 

S3 

ft 

S3 

W 

6 

UU 

u 

4 
UUl 
4 ! 
uu| 

6 

UM| 

6 

uul 

6 

ft 

23 

UU 

1 

UU] 
1 

uM 

3 

fL 

23 

UU 

3 

UM 

!] 

4 
XL 
23 
XL 
23 

UU 

1 

uH 

3 

UJj 

6 

Ul 

tl 

UU 

4 
UU 
4 
XI 
23 


H 1397* 5-35 
170-49E-X 

SL15E-X 

SH50E-X 


U1707-X 

HIB08-110E 

U1808-50B- 

50B-15B 


M1756*9-50B 
-X 

U1787E-30B 


R280-X 

R 175 -X 

X 

SL75E-X 

X 


RHO- 35 E- 

45B 

M1808-85B 


8L50E-lOEr 
45B 


County Ditch Ho* 41 to 
Rliio Earth River 
Shavaga Lake 

Ditch to Lime Creek 

Uldvay River 

Creek to BLbov Lake 

Cake Ulnnetonka 

South Branch of 
Whitewater River 

Ditch to Rock River 

Center Creek 

juiealflslppl River 

Straight River 

Voroilllon River 

Creek to Elbow Lake 

Qttertail River 

Sand Hill River 

Slough to Pike Creek 

Floodwood River 

j Stony Creek to 
Elk River 

Uud Lake 
Poplar River 
Purgatory Creek 
Mine oave 
East Swan River 
Qttertail River 




Ul8S3-55B7x|oetoheL Creek to 
Sauk River 
Mlealsslppi River 

U1323-483- I County Drain to 
6B Dee Moines River 

I Mud Lake 

MlSOS-bpErxl Ditch C-24 to 
Rush River 

SLHOEtX touch to Horseshoe Lake 
to Bnbarrase River 


*90^ of plant load la industrial. 
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inventory 


muNICIPAL WASTE PACILITIRS 

{STATE — 


TyeAr 


COMMUNITY^ SEWEH 

OR 

sanitary district 

rNSTITUTlON 


QIEIICOS 
OLENafOOB 
GLrHD 0 *T 
OOLCEM VALLE? 


COUNTY 


GOODROB 

Goodhue 

good THtWOER 

Blue Earth 

OOOOVlEir 

Vlnona 

QRACEVILLG 

Big Stone 

GRANADA 

Martin 

GffANO MARAIS 

Cook 

grand MBAooar 

Mower 

grand rapids 

Itaaoa 

ORANITB PALLS 

yellow Uediolnt 

ORE? EAOLE 

Todd 

GROVE CtT? 

Meeker 

hallock 

Klttaon 

halstad 

Noroan 

HAMPTCN 

Dakota 

HANCOOS 

Slevena 

nanlei palls 

Yellow Bodlcina 

HARHON? 

Fillniore 

HASTIwas J 

Dakota 

fATFXELH J 

*lpea tone 

haslet ^ 

Ufly 

mrtzLj> ^ 

►edge 

lECTOR 

R 

envlUa 

SNBEBSON g 

Ibley 

iEHBRIOKS ^ 

Inaoln 

ENNWO g 

tter Tall 

ehmam 

^ant 


1960 

Populauon 


Esf I mated 
Population 
&fvcd 


trbatment 


^ I . I , o 

llllo 

0.168 ShCiPtnCpBo 
2.500 - 

0.060 ShLo 

I 0.660 - 

3eo UinneapoUa-Saint Paul &, D, 

I 0 .* 6 W I 

Mona 

0.177 ScClBoXdp 

2.200 « 

0.048 ClBo 
0.800 - 

Nona 

^'"^shCojBcgHtnXp 
2 . 100 - 

0*760 

None 

a.’aso ®'’'^”''*"CpEcgDcrBo 

0.063 Shto 

1.020 - 

0.015 ciBo 
0.250 . 

bIooO ®'’°”'’*'’ 0 "EogDflrBo 
None 

' oiw 0 ''OoAmCnEogDopBoLo 

0*925 

Nona 

2!300 

I 0.600 SoCmEcgDcrBo 

I 9.000 - 

, 0.017 CirsBoXp 
I 0.177 ^ 

I 0, 174 Lo 
, 3.000 « 

II 190 ®^^'"^^*'^"‘^“ 80 orBoXpd 
Nona 

None 

’ 0,060 ciBo 
1-000 - 

0.048 ShCoFtrCpE DorBo 
Q .800 -* 

None 


88 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

MIMHESCyrA 


LINE 

NO. 


COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
IN^TUnON 


DRAIN-I 

AGE 

BASIN 


WATER- 

COURSE 

MILEAGE 


DISCHARGE 

TO 


P.E. (DOD^ 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


Z 

Fs-S 


YEAR 


196 Z 


PAGE 6 of l6 


remarks 


1 

2 

i 

5 

6 
7 

S 

9 

10 

11 

12 

13 

14 

15 

16 
17 
IE 

19 

20 

21 

22 

23 

24 

25 

26 

27 

2B 

29 

50 


GLflKCOG 
OlENffOOD 
OLTMOON 
OOLDEM YALIET 
GOODHUE 

good TRUNDBR 

GOODVIEW 
GRACE7ILLE 
QRA^IADA 
anm KARATS 
GRAND KEAOOV 
GRAND RAPIDS 
OnANITE FA1.LS 
cm EA3LB 
iOROVfi CCTY 
HALLOCK 
HALSTAD 
liAUPTON 
HANCOCK 
HANLEY FALLS 
HAEHONY 
ItASTINQS 
HATFIELD 
' IIA«LGY 
HAYFIELO 
RECTOR 
RENDERSOH 
HENDRICKS 
HENHINQ 
HERHAN 


M1839'45E. 

15E 


K1714-X 

Hl80a-50E- 

«5E 

Ihi691 


MIB09-50E 

50E-25B 


UH 


urI 


UU 


uu 


uu 


Buffalo Creek 

Creek to Lake Ulnneiraska 

[Ditch to Buffalo River 

aieelaalppl River 

Ditch to Goodhue Creek 

Maple River 

Backwater tnarah of 
,Mls9l39tDDl River 
Ditch to West Branch of 
Muatlnka River 
Center Creek 

Lake Superior 


X 

X 

X 

X 

lx 


uu 


{U2100B 
|M1808-115E 

MlB39-20B-r. 
55B 

|r50E-20E 
|r200E 
U1777.2-15E 


Deer Creek to 

t loot River 

ieelsslppl River 


U1808-I40e- 
80E 
U1808-L15E- 

Toe 
«1627*6-75E 

-X 

ttl778 

iURaiO-65Er 

80E 

R225E-20E- 

15E 

U1397,3-35. 

300E 

M1839-€>0E- 

50E 

ldI808-60E 


UM2O9OE-90E* 


[winnesota River 

Trace Lake 

North Fork of 
Crow River 

Middle Fork of 
Two Rivera 

Rod River 

Ditch to Vermilion River 
Ditch to Chippewa River 
Yellow Medicine River 


|creek to Upper 
Iowa River 
juiaslaelppl River 


Creek to Rock River 
Buffalo River 
Creek to Red Cedar River 
Buffalo Creek 
Minnesota River 
Lake Hendricks 
lueaf River 
Ipu Liman Lake 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 1 


r 

MINNESOTA 


PAOC 7 « 


COMMUNTn'^SEWHR 

OR 

lANiTARY msTxrcr 
iNsnTimoN 












INVENTORY OF MUNICIPAL WASTE FACILITIES 



COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


IttBSCNa 

HILLTO? 

HIHCKLEY 


STATE 

YEAR 


KiiiNS&arA 

196s 

1 PAGE 7 


DISCHARGE 

TO 


IB11EE3I 



J10l.T)I»QFORD 

HOLLAND 

HOPKIHS 

HOtJSTON 

HOWARD UKB 

flOIT LAKES 

HUTCH msOH 

IHTERMATIONAL FALLS 

mow jUNcrroN 

IROSTON 


SL70E-20E Ribbing; Creok 

UisslBBlppl HLvar 

H1775.5-95E Grindstone River 
-20E 

Ul808-I40fc.- Ch.* nr>ftwa River 
40E 

X Roo-. River 

R1895E-X South Two Rivera 

HR 0 IO- 4 OE 7 Rock Rlvor 
80E 

RlaalssLppl River 

111657- lOE Root River 

X Twelve Hilo Creek 

Lower Partridge Lake 

Iil059-50E, South Fork of 
Crow River 
X Rainy River 


UH2150E Creek to Blaok 
Hoof Lake 


IVAN HOE 

JACKSON 

JANESVILLE 

JASPER 

JORDAN 

HANDITOHE 

KASSON 

HEEIATIN 

KGLLIEIER 

KELLY LAKE 

KEWNEDY 

KENSINOTOM 


UM - 

Ml775,5-B5fi 

5 - 

..40B-30E 

UM - 

MIBO0-L25&- 

4 - 

35E 

UK - 

M1325-428, 

n - 

- 

UK - 

M1808-50E- 

4 - 

I5B 

MR - 

MR810-75Bt 

7 - 

25e: 

UU - 

H180B-30E 

4 - 

- 

UM - 

H1839-IOOE 

3 - 

- 

UK - 

Kl7l4-40BrX 

6 - 

- 

UM - 

SL75E-35E . 

3 " 

; 

Ul - 

X 

1 - 

■ - 

WL - 

! SL75E-40E . 

23 - 

1 - 

UM - 

R80E 

1 - 

j - 

UM - 

K1727.5- 

4 - 

HOE-‘55E 

UM - 

M1714-45E 

6 - 

1 ....-w' 


RE, (BOD) 


un- 

treated 

WASTE 


Minnesota River 


Zumbro River 


South Branch of 
Hattie River 

Kelly Lake to 
Weat Swan River 

Creek to Red River of 
the North 


Zuntbro River 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


MINNESOTA 

1962 i 

PAGE 8 of 16 


COMMUNlTi' SEWER. 
OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Populition 

lutimitcd 

Popuhtion 

Served 

2 

u 

fc 

a 

tui? 

AVERAGE 

DAILY FLOW 
MGD 

Dcs’d 

For 

TREATMENT FACILITIES 

■r~ 


lEM 

SO. 

Average 

DaityrPlo, 

MGD 

TREATMENT 

1 RR 
: (looo'si 


1 

2 

3 

4 

ID 





KfiRR LOCATION 

Saint Loula 

- 

200 

s 

X 

X 

ClBo 

• 

KETTLB RIVER 

CarttoQ 

234 

210 

s 

X 

0*045 

ShClBo 

z 



- 

- 

- 

- 

0*500 

- 


KIIBALL PRAIRIE 

Stearns 


480 

s 

X 

0,120 

ShCpFthCmEohZlB 

i 




- 

- 

- 

1.900 

- 


KIRNET 

Saint Louis 

240 

220 

3 

X 

0,084 

ClBo 

t 



- 

- 

- 


1,400 

_ 


LA CRESCENT 

Houston 

2»624 

2,360 

s 

X 

0.675 

ShCiaFtrCmBchDcrBo 

1 



• 

- 

- 

- 

o * ai 5 



LAFAYETTE 

Nicollet 

516 

460 

s 

X 

0.100 

ShClFthCmEogBoXpd 

& 



- 

- 

- 

- 

1,700 

_ 


UKE BEIfTON 

Lincoln 

905 

810 

s 

X 

0.060 

ClBo 

f 



- 

- 


- 

1*000 



LAKE CITY 

Vabash 

3,494 

3,150 

s 

X 

0,360 

ShCmCpEohDorBo 

1 



- 

- 

- 


4,000 



LAKE CRTSTAL 

'fllue Earth 

1,652 

1.490 

3 

X 

0*135 

ShCmFthCmEch DchrBo 

. 9 



• 

- 

- 

- 

2.700 

- 


LAKEFXEIO 

Jackson 

1,789 

1,610 

s 

X 

0,270 

ShSfFthCpFthCmEcgZoiCo 

10 



- 

» 


. 

3,400 



UtB HENRY 

Stearns 

91 

80 

s 

X 

0.016 

ClFtCp 

IL 



*■ 

- 

• 

- 

O.lOO 



UEE PARE 

Becker 

730 

660 

s 

X 

0.080 

ShClFtnCpB Bo 

12 




- 

- 

.. 

1,000 



LAECVILLE 

Dakota 

924 

030 

3 

X 

0,050 

ShClFtrCpBo 

11 




- 


» 

0« B 50 



LAKE ilLSON 

Hurray 

436 

390 

s 

X 

0.060 

Lo 

II 




- 

- 

. 

0,600 



LAMBERTOrf 

Rsltood 

1,141 

1,030 

s 

X 

0.200 

8bLo 

11 


i 

- 




2,500 



LANCASTER 

Kittson 

462 

420 

s 

X 

X 

ClBo 

11 



- 

- 

. 


0.300 



LANESBORO 

Fllloore 

1,063 

960 

3 

! X 

0,096 

ShCtnFtrCmEcgDorBo 

17 




- 

- 

-• 

1,600 

! 

“ 


UUDEROALB 

Ranssy 

1,676 

(1,510) 

s 

X 


See Nltinonpolla-Salnt Paul S. D. 

IS 

L5 CENTER 

Lfl Sueur 

1,597 

1,440 

3 

X 

0,050 

ClBo 

1? 

LEONIDAS 

Saint Louis 

94 

80 

S 

X 

0,030 

X 

ClBo 

- » 

LE ROT 

Mover 

971 

870 

s 

X 

X 

None 

11 

LESTER PRAIRIE 

McLeod 



“ 


*" 

" 




966 

870 

s 

X 

0,120 

ShClFthCmSohEo 

12 

LE SUEUR 

Le Sueur 

3,310 

2,980 

3 

X 

1,800 

None 


LEVrSTON 

Vinona 





- 





890 

800 

3 

X 

0,064 

ShCmFtrCpEogDorBo* 


LETISVILIE 

VatOTIlBQ 

375 

340 

S 

X 

1*000 

None 

M 

* LINOSTRON 

Chisago 

835 

750 

3 

X 

0*170 

ShSfFthCraFthCmEcgZlB 

a 

LITCHFIELD 

Meeker 




** 

3.300 

- 




5,078 

4,570 

3 

X 

2*025 

SmaaApCitiPtnAmCpEcg 

ir 

little falls 

Morrison 

7,551 

6,800 

B 

X 

36.900 

1,080 

DOfhmrtBoXpd 

SmQmCmFthCraEcgDfhrBoXpd 

Zl 

LITTLEFORK 

Koochiching 

805 

720 

3 

X 

15,800 

0,030 

CiBo 


LONOPRAmrE 

Todd 


“ 

“ 

- ■ 

06 380 

- 




2,414 

2,170 1 

3 

X 

0,200 

5*100 

SoCmFthCioEcZcBo 

y> 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


YEAR 


MINNESOTA 


1962 


PAdl: 8 Of 16 


LINE 

KO. 

COMMUNITY. SEWER 

DRAIN'. 

AGE 

BASIN 

WATfiR* 

COURSR 

MILEAGE 


P.l;. <BOD) 

1 

li 

3 - 
"o-S 

REMARKS 

DISCHARGE 

TO 

UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION 

Maj 

Min. 

Suh. 


P___ 


9 

m 

Ea 

11 

12 

BHKSHii 

oai 

15 

1 

KERR LOCATION 

WL 

. 

SL75E^45E 

West Swan River 

X 

5 




23 

- 

- 


X 



2 

KCTTLE RIVER 

UM 

- 

K1775*5“90E 

Kettle River 

X 

X 




5 

- 

-50E 


X 

- 


3 

KIU9ALL PRAIRIE 

UU 

- 

ULQ74-20E 

Ditch to Clearwater River 

X 

7 




3 

•• 



X 

-* 


4 

KINNEH 

WL 

- 

SL145E-X 

Creek to UcQuade River 

X 

2 




23 

- 

- 


X 

- 


5 

LA CRESCENT 

UU 

- 

U1664 

Mlsalsalppl River 

X 

7 




6 

•* 

" 


X 

- 


6 

LArAVEHE 

UU 

- 

M1003-73EtX 

County Ditch 40--A to 

X 

7 




4 

- 

** 

Rush River. 

X 

- 


7 1 

LAKE BENTON 

UR 

- 

MR810-40E- 

Plandreau Creek 

1,070 

4 




7 

*- 

15E 


735 

- 


8 

LAKE CITV 

UU 

- 

Ml 737 

UisslsslppL River 

X 

7 




6 

- 



X 

- 


9 

LAKE CRVSTAL 

UU 

- 

- 

Lily Lake 

X 

2 




4 

- 

" 


X 

- 


10 

LAKEPiELD 

UU 

.. 

- 

Heron Lake 

X 

5 




LI 

- 

- 


X 

- 


11 

LAKE HENRY 

UU 

- 

X 

Creok to Sauk River 

X 

X 




3 

- 

" 


X 

- 


13 

LAKE PARR 

UU 

** 

R223E-35B 

Creek to Buffalo River 

X 

X 




X 

- 

- 


X 

- 


15 

LAKEl/ILLB 

UU 

- 

U1777,2-20E 

Creek to 

X 

1 




6 

- 

- 

Vermilion River 

X 

•* 


H 

LAKE WILSON 

UU 

- 

W1325-500E 

Soil absorption to 

X 

7 




11 

- 

- 

Reaver Creek 

X 

- 


15 ! 

LAUDERTON 

UU 

- 

M1803-70E. 

Dutch Charlie Creek to 

X 

7 




4 

- 

-30E 

Cottonwood River 

X 

- 


16 ■ 

LANCASTEfl 

UU 

- 

R80E-20S 

North Fork of Two Rivers 

X 

4 




1 

- 

- 


X 

- 


17 

LANESBORO 

UU 

- 

U1657-30E 

South Branch of 

X 

5 




& 

“ 

- 

Root River 

X 



18 

LAl>DERDALE 

UU 

6 

- 

- 

Ulsslsalppi River 


- 


19 

LE CENTER ' 

UH 


M1903-40E- 

Le Sueur Creek 

X 

4 




4 

- 

15E 


X 

- 


30 

LEONIDAS 

ffL 


X 

Creok to Saint Louie 

X 

X 




23 

- 

- 

River 

X 

- 


31 

LG ROY 

UU 

- 

H1627.6-90E 

Upper Iowa River 

X 

0 




b 

“ 

-X 


X 

- ^ 


32 

LESTER PRAIRIE 

UU 

- 

M1839-35E 

Crow River 

X 

7 

*Spiroge3ter» 



3 


- 


X 

- 


33 

LG SUEUR 

UU 


M1809-35E 

Ulnnoaota River 

X 

0 




4 


- 


2,962B 

- 


24 

LEfISTON 

UU 

- 

H1657-35E-X 

Rush Creek to 

X 

> 




6 

- 

- 

Root River 

X 

- 


35 

LEfl'ISVrLL!; 

UU 

- 

U1803-50E-2 

)South Fork of 

X 

0 




4 

- 

- 

Watonwan River 

X 



26 

* LISOSTROII 

UU 

- 

H1775*5“45E 

Mud Lake to 

X 

1 




5 

- 

-x 

Sunrise River 

X 

- 


27 

LITCHFIELD 

UU 


Ul839-50Er.x 

Jewett Creek 

X 

7 




3 

- 

- 


X 

“ 


38 

LITTLE FALLS 

UM 

- 

U1930B 

Uissisaippi River 

X 

r 




3 

- 

“ 


X 

“ 


29 

LITTLE FORK 

U1 


PR15E-10E 

Little Fork River 

X 

7 




2 

- 

“ 


X 

- 


30 

LCNO PRAIRIE 

UM 

- 

U1945-40E , 

Long Prairie River 

X 

5 




3 

- 



X 

“ 
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tOMMUNm^ SEWER 
OR 

SANITARY ni STRICT 
INSTITUTION 


umyii\x 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


I 960 Estimated 

Population ’’‘■P*''''"" 

Scn'cd 


STATE 

YEAR 

MINNESOTA 

1962 


DM'd 

u) 2 Average 
O ^ DadyFtow 

« bn 

“ < 0 P.E. 

<02 (lOOO's) 


TREATMENT rACILITrES 


TREATMENT 


0.022 8hLo 
0.400 - 

Nono 

0.500 SoCTniCfnPthCniEcgDorBo 
6.400 .. 


MC CaSGOR 

ALUIq 

NC r«T03H 

PoU 

»c mm 

Saint LouU 

VABUU 

Flllfioro 

U^ILU 

laionian 

iCAOlSOJI 

La Oul Parlft 

KAiirR>v!:)i 

Uahnosen 

LOCATION 

Salat LouU 

MAIKATO 

Bluft Earth 

MAPt® LAIC 

fright 

MAPIE PU!» 

Hennepin 

lUPLETCH 

Blue Earth 

lUaEVItl 

Keiar 

XAPLCIOOD 

RAMOav 


lUJiSHAa 
HATHARO 
tfA 2 €PPA 
MEAWrUWM 
JrOROSE 
KDIARGA 
I 

HILTOXA 

lf!»t,t£Ai>OHs 

* lilKEAPOUS^ 
8AI«T PAUL fi, 0 
ttlKNEOTA 


Saint Louia 


KitU Uca 


H5.0C 134,00 
910.00 
» 0vl5C 

" >.o 6 c 


0.030 8hLo 
0.375 - 

O.OGO ShClFtrCpEcgD 

1.000 - 

0.040 ClBo 

X 

0.060 ShCiPthCpEogBo 
l.OOO - 

0,280 ShOhCuiFthCmBcgOorBo 

5.900 - 

0.200 ShCnPtrCmEcgDfrBo 
3.200 - 

Nona 
X Cp 

X 

X 5.020 SmOmCwEcgDofhmrtBoXp 

72.700 . 

* ShQhCmFthCmEcgDrhBoXpd 

” 5.550 * 

0.090 SmCiaFtCpEchDorBoL 
l.OOO - 

0.032 ciBo 
0.500 ^ 

" &aa Austin 

Soft Ulnnoapolla-Salnt Paul 0. D. 

0.900 CiBo 
1.500 - 

l.OOO Lo 
21,250 - 

0.094 ShCirthCaiEchBo 

1.300 - 

0.144 ShCtnBogDcpDoXp 

2.300 .. 

0.013 CsBo 

X 

- None 

O.lSO &hC(iiFthCnSogOok*(3o 
1.800 - 

0.344 ShLo 
5.230 - 

0.040 ShClFtCpEohBo 
0.470 ~ 

- See Slnneftpetla-Salnt Paul 8. 0, 

134.00 SnanKaCnFmEgZoVvXn 

910.00 - 

OylM SfqhFthCmEQgZbO 













COM^JUNirV, SEWER 
OR 

SANiTARY DISTRICT 
INSTITUTION 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


WATER- 

COURSE 

MILEAGE 


STATE 

YEAR 

MINNESOTA 

1962 




















INVENTORY OF MUNICIPAL WASTE FACILITIES 

[state 


OR 

SANITARY DISTRICT 
INSTITUTION 


HiriflESOTA LAKE 

liONROE LOCATIOM 

MOmVfDEO 

liONTGOHERy 

KONTICELLO 

MOMTROSS 

1 * UOWHEAO 

U003E LAKE 

UORA 

llORGAH 

i^oRNnmsiDE 

UORRIS 

UORTO^I 

aOUNTAIN IROX 

WOUMTAIW IRON 
S Grove Addition PU 
IIOUNTAIN UKE 

KA3HWAUK 

HEW BRIGHTOH 

HEW irops 

HEI LOHDOH 
REW PRASUB 
JfEl JlICilLAHD 
HEW DUU. 

HEW YORK MILLS 

NORTH BRANCH 

NORTHPIELD 

NORTHOaE 

HORTH MANKATO 

NOHTHftO? 

mmi SAIHT PAUL 


Faribault 

Saint Louie 

Chlppeva 

La Sueur 

Wright 

Wright 

Clay 

Carlton 

Kanabec 

Rodvood 

Hennepin 

Stevens 

Renville 

Saint Louis 

Saint Louis 

Cottonwood 

Itasca 

Raaaey 

Hennepin • 

Marshall 

Le Sueur 

Waeeoa 

3rown 

Dtter Tall 

Chisago 

Rloe 

Koochlohing 

HiooUet 

Martin 

Ranasay 







2 


Ow’d 

For 

COUNTY 

1960 

Population 

Estimated 

Population 

^rved 

P 

in 

y 

i/i 

Pi 

u,9 

O u. 

oJ 2 A 

Average 

DailyPlow 

MOD 




1 

W S w 

> ^ ^ 
< P S 

P-E, 

(lOOO’s) 


62 I PAfiH 


TREATMENT FACILITIES 


TREATMKNT 



1,981 (1,780) 


6 t 448 ( 5 , 800 ) 

3 | 55;5 ( 3 , 200 ) 


650 8 
2,280 8 
940 
10,000 
750 
850 
7,840 
260 
5,340 
170 

0 » 52 O ( 7 , 670 ) 


0,085 sohCniFthCmEohDopBo 
1.300 ^ 

^ C18o 

X 

0.870 SfflOmCmFthCmPtmCmEog 
11.300 nehfi’tRDXnd 

0*360 K CpFoCnFthCpCniEg 
5.000 ^ 

ShCmFthCmEogDchrBoXpd 

7.200 


1,900 1 . 580 gjns famPthCuFtnCmRcgllcZi I Vv 
40.000 

I U 500 

^ 14*750 

2'™ ShCpFthCmEchZlB 

2.000 


See MinnoapoUs-Salnt Paul 8« D. 


0«0B0 ShLo 
9,660 _ 

ShCm 

l.lOO 

0.030 


ShCmPtrCpEogDo pDo 
ClDo 

ShCiriFthCmEogDorBo 


0*350 
4.800 ^ 




None 

See UlnnoapaUs-SQint Paul 8. 0. 
See Minnoapolls-Snlnt Paul 8, P. 
ShCtnDopEgDo 




0*084 Qiao 

1.400 ^ 

oaoo 


^“^"'PtrCaiEogDorBo 
7*^ SniOmPthCinFmEogDorBo 
ahClFtrCpB# 


0.810 

BhLo 

1.850 




ShLo 

0.830 


See Mlnneapolla-St, Paul S,P. 









INVENTORY OF MUNICIPAL WASTE FACILITIES 


I 



STATE 

YEAR 



MUmESOTA 

1962 

pa<;e 10 of iS 


'l\i 

COMMUNSTY.SFAVER 

DRAIN^ 

AGE 

DASLN 

WATER- 

COURSE 

MILEAGE 

4 


RE, {BODlf 

1 

Z\ 

e c 

il 

3 U 

'H-S 

(U< 

REMARKS 

DISCHARGE 

TO 

UN- 

TREATED 

WASTE 

OR 

S^^NITARV DISTRICT 
INSTITUTION 

B 

1 





EEI 

sa 

It 

12 

HHHmiilll 

imi 

!5 


HIMiSESOTA LAKE 

UK 


M18d8-50E- 

Cobb River 

X 

7 




4 

- 

5E-X 


X 

- 


1 

roxrloa LOCATION 

mil 

- 

SL95E-X 

East Svan River 

X 

X 




23 


- 


X 

- 


J 

t-DMlEVICEO 

UK 

- 

U1008-125E 

Chippewa River 

X 

7 




4 

- 



X 

- 


1 

S'SNTOOIIEHir 

Utt 


X 

Sand Creek to 

X 

7 




4 

- 


Lake Paoon 

X 

- 



|[0^mCElLO 

UK 

" 

U1634 

Uiaslsslppl River 

X 

7 




3 

-* 

*• 


X 

- 


s 

HONTROSE 

UK 

- 

U1839-X 

Drainage Ditch to 

X 

0 




3 

- 

** 

Crow River 

X 



r 

> HOOHHeAD 

UK 

- 

R235E 

Red River 

X 

1 




1 


- 


X 

- 


1 

)rOOSZ LAKE 

UH 


m775*5-90B 

Uoose River to 

X 

2 




5 


-50E 

Kettle River 

X 

- 


t 

KCrRA 

UU 


U1775. 5*835 

Snake River 

X 

7 




5 

- 

-30B 


X 

- 


t) 

NORGA.H 

UU 


U180d*93E 

Ditch C-109 

X 

7 




4 

- 

~ 


X 

- 


M 

ROaMIKOSrDE 

UU 

- 

- 

Ulflslsalppi River 


. 




6 

- 

- 


“ 

- 


:2 


UM 

- 

U180B-H5E- 

Pomme do Torre River 

X 

7 




4 

- 

25E 


X 

- 


]$ 

RORTOM 

UU 

- 

U1808-93E 

Minnesota River 

X 

4 




4 

- 

* 


X 

- 


14 

ROUSTAIH IRON 


- 

SL90E-756S 

Creek to West 

X 

4 




23 

- 

- 

Two Rivers 

X 

- 



pjmiN IRON 

WL ' 

. 

SL90E*75G 

Creek to West 

X 

7 



S Qrov^ Addition Pit 

23 

- 

- 

Two Rivers 

X 

- 


It ' 

nous? A tv UKE 

JU 

- 

X 

Soil absorption and 

X 

7 




4 

- 

- 

Mountain Lake Creek 

X 

- 


1? 

mil f AUK 

UM 

- 

ai99OE-30B 

Pickerel Creek 

X 

0 




3 

- 

-X 


X 

- 



NSV BRIOHIOM 

r 

- 


Ulasisaippi River 

- 

- 


It 

IS£f NOPE 

UU 

- 

- 

Uisalaaippi River 

- 

- 


» 

N£i iXfum 

UU 


U1839-20E- 

Middle Pork of 

X 

7 




3 

- 

45E 

Crow River 

X 

- 


n 

KEf FRJiaUE 

UU 

- 

U1808-25E- 

Greek to Sand Creek 

X 

4 




4 

- 

20B 


X 

- 


11 

N£i RKHUND 

UU 

- 

UlS0650E<x 

Le Sueur River 

X 

5 




4 

- 

- 


X 

“ 


It 

KCT ULlt 

UU 

- 

U1808-&5E 

Minnesota River 

X 

5 




4 

- 

- 


X 



i( 

KEV TOBK KILLS 

UU 


R270*x 

Willow Creek 

X 

5 




1 

- 

- 


X 

- 


» 

NORTH BRANCH 

UU 


U1775.5-5?S 

North Branch of 

X 

7 




5 

- 

-lOE 

Sunrise River 

X 

- 



NKlTHriELD 

UU 

- 

U1756.9*'25E 

Cannon River 

X 

7 




6 


- 


X 

- 


n 

HORTHOMB 

UU 


X 

South Branch of 

X 

4 




I 


- 

Rattle River 

X 

** 


a 

NOaTH UASTKATO 

UU 


U1808*3QG 

Minnesota River 

X 

0 




m 

B 



4,995G 



a 

NORTHROP 

P 

■ 

X 

Judicial Ditch 8 to 

X 

7 




j 

B 

- 

Elm Creek 

X 

"■ 


» 

SWRTH SAINT PAOL 


EQ 

- ' 

Misaissippi River 

- 

- 


■ 

: ■• ■ ■ 

3 

fl 

" 



m 



97 


















INVKNTORY OF MUNICIPAL WASTE FACILITIES 

I 


COMMUNITY SEWER 

OR COUNTY 

SANITARY DISTRICT 

INSTITUTION 

I960 

Population 

Hsiimarcd 

Population 

^fved 

I 

2 


4 

NORIOOD 

Carver 

945 

050 

OOPmVIE 

Kanabec 

376 

340 

OLIVIA 

Renville 

2,355 

2,120 

ONANIA 

mile Laca 

645 

580 

ORR 

Saint Louis 

361 

320 

ORTCNVILLE 

Big Stone 

2,674 

2,410 

02AKIS 

Dougina 

1,396 

1,260 

OSSEO 

Hennepin 

2,104 

(1,890) 

onxom 

Steele 

13,409 

12,070 , 


PARK fUPIOS 
PAY?(ESVIllB 
PELICAN RAPIDS 
PCRHAN 
PIHE CITY 
PIMS ISLAND 
PINE RIVER 
PIPESTONE 
PUINViEf 
PLUNDER 
PRBSTCN 
PRINCETON 
PRIOR LAKE 
PROCTOR 
RED UKB PALLS 
RED UNO ' 

rediood falls 

RtllER 
RENVILLE 
aiCHFIELO ==:•;: 


STATE 

YEAR 

MINNESOa?A 

I 19^2 ! 



TRKATMHNT 


< C S (lOOO's) 


0.040 SfAmCpDoprtBo 
0,660 - 

0.095 ShCfflFthCmEcgDopBo 
1.600 - 
X CiOo 


1.600 - 

0.025 ShClFtrQo 
0,300 - 

0.200 ShCmAraCmDorflo 
3.330 „ 


1.500 ^ 


See MlnneapoUfl-Salnt Paul a. P, 
1 . 870 SmGmCmFthCtnFthCmEog 

rtr% A . . « 


Otter Tall 

884 

800 

s 

X 

0.069 




. 

- 

1.000 

Hubbard 

3,047 

2,720 

s 

0.200 

0.460 


- 

" 

- 

• 

6.900 

Stearns 

1,754 

1,560 

1 

X 

0.390 


- 

- 


• 

6*680 

Otter Tall 

1,693 

1,520 


X 

0.080 


• 

- 

- 

. 

1.600 

Otter Tall 

2,019 

1,820 

s 

X 

0.380 

Pine 

“ 

- 


- 

4.380 

1,973 

1,780 

3 

X 

0,258 


“ 

- 

- 


9.300 

Goodhue 

1,308 

1,180 

3 

X 

0.233 


*■ 

- 

- 


7.150 

Casa 

775 

700 

S 

X 

0.200 

Pipestone 


•• 


_ 

3.400 

5,324 

4,790 

s 

X 

0.300 

fabasha 

“ 

- 



5.000 

1,833 

1,650 

s 

X 

0.330 

Red Lake 

« 

“ 

*• 


10.000 

283 

250 

s 

X 

0.060 

FiUoore 


- 

- 

. 

1.080 

1,491 

1,340 

c 

X 


mile Lacs 

2*353 

2,120 

> 

X 

0.284 

Scott 

848 

760 

1 

X 

4.260 

0.240 

Saint Loula 

2.963 

(2,670) 

3 

' X 

2.520 

Red Like 




■* 

. 

1 , 520 

1,380 i 

) 

X 

0.170 

Ooodhue 

10,528 

10,530 S 

\ 

X 

1.700 

3.000 

Redvood 

4,285 



4 

5.000 

3,660 9 


X 

0.160 

Cass 

492 

■** " 


- 

2.660 

«0 i 


X 


Renville 

1.373 

;il S 

1 

"■ X ■■ 

0.070 

HennapU ’ 


:(Je,?70) 9 

t . 


1.140 


See Duluth 


See Mlnnoapolla-Salnt Paul S, D, 


; 0 ; 
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INVENTORY 


MUNICIPAL WASTE FACILITIES 

Estate “ 



0*318 ShLo 

4.000 - 

[isiooo J^aCmFthCroBcgL 

0*006 ShClPthCaiBohBo 
1*000 « 

0*888 ScCiaFtrCniBqgOorDo 
2*100 - 

I SoCmFthCinEcgDrohD&Xpd 

2*800 » 

0*485 SmahCrjFthFtrCinEog 
7.200 DehrtfOoXpd 
0.880 ShClFtnCpBq 

3.000 - 

0*100 ShClBo 
1*000 • 

0,048 8 ClBo 

0*640 - 

0tl44 ScCpFthCttDQpEegXpd 
1*800 ** 

0,120 ShCaFtrCraEcgDorBo 
1*000 - 

^4.360 SfnOanCfflEcgDfhrtDoXpd 
I3*600 ^ 

0*048 ClBo 
0*700 ^ 

O.OlO C Fire B J) B 
O.iOO - 

0*768 SoCmFtrCiDBcgDQrBo 
12.600 

0. loo ShCirtrCoEcgBoXp 

Tiooov- 
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I I S&UK RliPtDS 
* SflVAaE 
SCAHLOH 


SEIAKOPEB 


StlERaUR.'< 

SIIOREVIBI 


9 SILVER BAY 
SILVER LAKE 
‘ SLAYTON 
! SLEEPY EYS 
’ 3 SQUBAM 

H SOOTH INTERNATIONAL 
PALLS 

I' SOUTH SAINT PAUL 
16 SPICER 

SPRINOFIELD 
SPRINO GROVE 
SPRINO VALLEY 
*0 STAPLES 
8TARBUCK 
STEPHEN 
13 STEBART 
1"* STEBABTVtLLE 
13 I BTILLBATEB 
26 iTACOHITB 
12 TAYLORS FALLS 


la THIEF RIVER FALLS 



*■ Hiaslsslppl Rvler 

- M1808-10B Ulnnesota River 

- SLIOE Saint Loulo River 

H1925K-65B Red Eye River 

- UI60B-20B Minnesota River 


" Harsh River to Red 

“ River of the Worth 

- HI325*-435- Turtle Lake to Eaot Fork 

of Des Molnea River 
T " Ulssisslppl River 

• Lake Superior 

~ • Silver Lake 

- H1325-500- Soil absorption or 

- Ibfi Beaver Creek 

• M1808-65Et Sleepy Eye Creek 

- .5S 

• X East Two Rivera 

“ ^ Til son Creek to 

" “ Rninv Lake 

- m0O5E Uissisalppl River 

- - Woodcock Lake 

- H10OO*65Et Cottonwood River 

- 25E 

- Ul6l?*2«2QE Spring Grove Creek 

- Ml657-33Er Spring Valley Creak 

- 

- M1925E-30B Hayden Creek 

• M1800-U5E-. Lake Emily Outlet to 

” 35G Chlooewa River 

- RIO^C-I^B Teiaarao River 

- R1839-35E- Buffalo Croek 

- 30B 

- J11657“45Et Worth Branch of 

- 20G Root River 

- H1775. 5-258 Saint CroU River 

HSlOSE-x-;; Holman Lake Outlet 

- 111775.5-508 Saint Croix River 

- R140E-55B Red Lake River 

>* X East Two Rivera to 

- Lake Vermilion 

- H1806*63G- North Branch of 

- 40E-X Plum Creek 
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CONtMUKITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


TBQItllAU) 
TBintAN 
TfW VAULCT 
m RARBORS 
HLEft 
OLEM 

Vmi>ALE 
VERK<I!| CENTER 
VICTORU 

viRomrA 
fABASHA 
1A BASSO 
fACONIA 
TAOENA 
lAlTE PARK 
lAlDORT 
ffAlX£R 

lALWT GROVE 

■ANANIIRIO 

■Am 

■ARREW 

lARROAO 

■ASECA 

■ATEOTOnr 

■atervilu 

fATKlKS 

lATSON 

■AVEHLT 

■ayzata 

lELCONE 


Grot fflng 

Uartin 

Nornaa 

Uke 

llncolQ 

Clay 

Tadena 

Blua Earth 

Carver 

Saint LquIs 

Tabaaha 


1<X50 

Population 


Estimated 

Population 

Served 



Des'd 

For 

«s 

Average 

o 

DailyPlow 

^ Q 

MGD 

g<i 

P.E. 

< 0 s 

(lOOO's) 


1Q62 PAfjR 


TREATMENT FACILITIES 

TREATMfiNr 


101 

90 S 

X 

- 

1,256 

1,130 5 

X 

0.130 

- 

- 

- 

2.000 

841 

760 a 

X 

- 

4,695 

4,230 S 

X 

1.500 

- 


- 

9.000 

1,138 

1,020 3 

X 

0.175 

- 

- 

- 

1.974 

481 

430 S 

X 

0.075 


" 

1.400 

606 

550 5 

X 

0.063» 

- 

- 

« 

1.060 

333 

300 3 

X 

0.030 

" 

** 

- 

0.500 

425 

380 S 

X 

0,875 


- 


0.875 

14,034 

12,630 8 

X 

1.500 

- 

- 

- 

20.300 

2,580 

2,250 b 

X 

0.160 


Redwood 

789 

710 

Carver 

2,048 

1,840 

fadeaa 

4,381 

3,940 

Stearns 

2,016 

1,810 

Taaeca 

270 

240 

Casa 

1,160 

1,060 

Redwood 

686 

800 

Goodhue 

540 

490 

Redwood 

160 

140 

Rare hall 

2,007 

1,810 

Roseau 

1,309 

1,180 

Vaseoa 

5,898 

5,310 

Carver 

1,046 

940 

U Sueur 

1,623 

1,460 

■eeker 

744 

670 

Chippewa 

267 

240 

■right 

574 

520 

Keaoepla 

3,219 

2,900 

Martin 

733 

660 


2,660 - 

0,055 CiBo 
0.900 - 

0.200 ScOhCraFthCmrtrCmBoDrlloDo 
5.600 - 

0.920 SchQmCoFthCtnFiCinEoB 
10*500 OfnrlloBo 

0.125 ShCtEgBo 

2.100 - 

X ClPthCoEohBo 
0.630 - 

0.075 ShCmFlrCnEcgDoBo 

1.200 - 

0.148 CmrthCmEogDopBoXpd 
1.920 ^ 


0.033 ClPtrCiaEohBo 
0.490 - 

0.180 Lo 
3.300 - 

0.230 SoCm^oBo 
2.600 - 

0.500 SfhFthCoFthCmEogHoZlVv 
12.500 - 

0.065 ClBo 

1.000 - 

0.360 SrCmFthrCmBogOorBo 

7.200 - 

O.IIO ShCoFthCnEoZlB 
2.830 - 

0.025 ShClFtnCpEo 
0.310 ^ 

0.094 ciB B 
1.560 .. 

0.670 ScCraPtrFthCfliFfiEcgDrtBo 

5.200 « 
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STATE 

MINNESOTA 

YliAR 

19(£ 

PAGE Ik Ot 16 

LIVE 

VO 

COMMUNITY. SEWER 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 


P E <Bon> 

Pollution 

Abarcmcnr Needs 

REMARKS 


UN- 

TREATED 

WASTE 

OR 

SANITARY DrSTRICT 
INSTITUTION 

Irlaj. 

Sfin 

Sub. 


DIS- 

CHARGED 

WASTE 


9 

10 

102 

11 

12 

13 

14 

15 

i 

TROklltALD 

m 

- 

- 

Lakd Uahnoman 

X 

0 




3 




X 

- 


2 


UU 

- 

U1BQ8-50E-. 

Ultoh to Perch Crealc 

X 

7 




4 

- 

x-x 


X 

- 


3 

Tlllf VALLEY 

UU 


R200E-15E- 

Wild Rloe River 

X 

0 




1 

- 

X5E 


X 

- 


4 

TIO EAnBORS 

Hh 

- 

- 

Agate Bay to 

X 

7 




23 

“ 

“ 

Lake Suoerlor 

X 

- 


5 

TTiER 

UM 

- 

Ul80a-U5E- 

Soil absorption and over- 

X 

7 




4 


75E-X 

flow to Co, Ditch 14 

X 

- 


« 

ULEK 

UU 


R200E-I5E- 

South Branch of 

X 

X 




I ■ 

“ 

20B 

Wild Rice River 

X 

- 


7 

VERNDALE 

UU 

- 

X 

Wing River 

X 

7 

^Includes donestlc ,0383 and 



3 

- 

- 


X 

- 

industrial floe ,0050 

4 

S 

YERIiOX CENTER 

UU 

- 

U1808-50E 

Blue Earth River 

X 

7 




4 

- 

- 


X 

- 


9 

VICTORIA 

UU 

- 

X 

Ditch to Lake Auburn 

X 

7 




4 

- 

- 


X 

“ 


10 

VIROINIA 

VL 

- 

X 

East Two Rivera 

X 

7 




23 

- 



X 

- 


11 

lABASRA 

UU 

- 

UL724 

Uisalsslppl River 

X 

7 




6 

- 



X 

- 


11 

fABASSO 

UU 

- 

«ia09-llOB- 

Dltoh to Big 

X 

4 




4 


lOE-x-x 

Sleepy Eye Creek 

X 

- 


13 

lACOMIA 

UU 

- 

UI 8 O 8 - 25 E 7 

Waoonta Lake to 

X 

X 




4 

- 

x-x 

Carver Creek 

X 

- 


H 

VADCRA 

UU 

- 

U1925B-45E- 

Union Creek to 

X 

7 




3 

- 

lOB 

Redeye River 

X 

- 


15 i 

VAITE PARK 

UU 

- 

U1883B<‘ldC 

Sauk River 

X 

4 




3 

” 

- 


X 

- 


IS 

fAlMR? 

UU 

- 

Ml808-50Er 

Little Cobb River 

X 

7 




4| 

- 

x-x 


X 



17 

WALKER 

UU 

- ■ 

.. 

Leech Lake 

X 

5 




3 

- 

- 


X 

- 


IS 

1 AlURT OaOVE 

UU 


Hl80e-65ET 

Ditch to Plua Creek 

X 

7 




4 

** 1 

40E-X 


X 

- 


19 

WANAIlIKaO 

UU 

- 

UI714-40E. 

North Branch of 

X 

0 




6 

- ' 

- 

Zumbro River 

X 

- 


10 

I ANOA 

UU 

- 

- 

Nlilow Uke 

X 

,7 




4 

“ 

" 


X 

- 


31 

WARREN 

UU 


- 

Lagoon 

X 

7 




1 

- 

- 


X 

• 


31 

VARROAO 

UU 


X ' 

Warroad River 

X 

7 




2 

- 

- 


X 

- 


35 

VABECA 

UU 

- 

UL808-X 

LeSueur River 

X 

7 




4 

« 

“ 


X 

- ■ 


34 

lATERTOlN 

UU 

- 

U1839-23E_ 

South Pork of 

X 

4 




3 

- . 

- 

Crow River 

X 

- 


33 

lATERVJtiLE 

UU 

- 


Lake Sakatak 

X 

7 




b 

“ 



X 

- 


2 S 

RATEINS 

UH 

- 

X* 

Creak to Cleareatair lake 

X 

X 




3 

■- 

“ 


X 

- 


27 

WATSCH 

UU 

— 

U1808-i23B- 

Chippewa River 

X 

X 




4 

- 

lOE 


X 

- 



fAVSRtiT 

UU 


- 

Lake Waver ly 

X 

4 




3 

- 

- 


X 

- 


39 

ff AYZATA 

UU 

-■ 


Lake UlnnetoRka 


7 




6 

- 

- 


:x 



30 

lElCONE 

UU 

- 

Uia0B-50E- 

Center Creek 

X 

0 




4 


x-x 


X 




105 
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STATE 

MIKHBSOTA 


YEAR 


196g 


PAGE 15 of i 6 


JKE 

\a 

COMMUNITY. SEWER 

)RA!N. 

AGE 

BASIN 

WATER^ 

COURSE 

MILEAGE 


P.E. (BOD) 

1 

z 

ii 

3 ** 

u< 

DISCHARGE 

TO 

UN. 

TREATED 

WASTE 

OR 

SANITARY DISTRICT ^ 
INSTITUTION K 

lift. 

ub 


DJS. 

CHARGED “ 
WASTE <= 



m 

m 

U 

12 

HKBBHI 

HI 

i 

itlls 

CV 

- 

Mieos-^os- 

Oltoh to Uaple River 

K 

7 



4 

- 

x*x 


X 


2 I 

IRSrBHDQK 

mi 

- 

X 

Ditch to Highwatcr Creek 

X 

7 



4 

" 

- 


X 


J 

lEST CONCORD 

UM 

- 

Ml7l1-25Er 

North UiddLe Branch of 

X 

2 



6 

- 

x-x 

Zumbro River 

X 

- 


ICST SAItiT PAtll^ 

UM 

h 

“ 

- 

Ulaslaslppi River 

- 

“ 

1 

INEAKK 

m 



Uuatlnka River 

X 

7 



1 

- 

- 


X 

- 

« 

fane bear lake 

mt 

- 

- 

Goose Lake 

X 

7 



6 


- 


X 

- 

7 

IILLIAMS 

Utl 

- 

X 

Zippla River 

X 

7 



z 

- 

- 


X 

- 

a 

flLLUAR 

uu 

- 

U180a-U5E~ 

Co. Ditch y 23 to 

X 

7 



3 

- 

40E 

Lake Wacconga and* 

X 

- 

9 

iitifojrr 

cu 

- 

URdlO-63E- 

Jack Creek 

X 

0 



11 

- 

80E-35B 


X 

- 



uu 

- 

ttl325-445E 

Dea Moines River 

X 

X 



11 

- 

- 


X 

- 

11 

iINNCBAQO 

UK 


meoB-soE- 

Blue Earth River 

X 

0 



4 

- 

ZOE-lOB 


X 

- 

U 

IIEOXA 

Uki 

- 

lil68S 

lllasisalppi River 

X 

7 



6 

- 

“ 


X 

-- 


iwniROP 

UM 

- 

M1808-40Et 

Dltoh to Rush River 

X 

7 



4 

- 

x-x 


X 

- 

a 

fiHro:i 

ue 

- 

- 

Fall Uke 

X 

7 



4 

- 

- 


X 

- 

IS 

lOLVBRTON 

mt 

- 

R2S0E 

Red River 

X 

2 



1 

- 

- 


X 

- 


ffOHIHIHaTON 

i)ti 


Hl325-463n8 

JudloiaL Ditch If 12 to 

X 

7 



u 

- 

,6-25B 

Okabena Creek 

X 


17 

fTKOFP 

CE 

- 

X 

Greek to Middle Branoh of 

X 

7 



6 

- 

“ 

Root River 

X 

- 

14 

ZUtIBHOTA 

UE 


K17U-30B 

Zudbro River 

X 

7 



6 

- 

• 


X 

- 

1? 

CANHOff FALLS 

UU 

- 

M1756.9-20E 

Cannon River 

X 

1 


Ilindr&L Springs San. 

6 

- 

- 


X 

- 

10 

CNASKA 

UE 

- 

II1808-30G 

Minnesota River 

SOB 

0 


Hudours Sans tar lunt 

4 

- 

- 


SOB 

- 


CROOKSTOH 

UE 

- 

R140-40E 

Red Lake River 

X 

X 


Ennnyrast aanatarlun 

1 

- 

- 


X 

• 

12 

CULUTH 

il 

- 

X 

Mission Creek 

X 

X 


KopaDalnit Canatarlum 

23 

- 

- 


X 

- 

IJ 

Qi£N Mice 

UU 


- 

Land 

X 

7 


Raaa.Soh. for Soys 

6 

- 

- 


X 

•" 

iA 

CRAIKTR FALLS 

UM 

- 

UlQ08-n3E 

Minnesota River 

X 

3 


Riverolda Sanaiarlum 

4 

- 

- 


X 

- 

IS 

HASTECQS 

UH 

- 

11177. 2-x 

Vermilion River 

X 

7 


SUto Afl/tuD 

6 


- 


X 

- 

76 

HCNNCPirt COUNtT 

UW 

- 

- 

Marsh 

X 

7 


Cr/atal Bay Hill $o)i 

L 6 

- 

- 


X 

"* 

21 

UK8 PARK 

UK 

- 

RZ25E-35E 

Creek to Buffalo River 

X 

X 


Sunnysldft Sanatarlun 

1 1 

- 

- 


X 

“ 

74 

HOOSe LAKS 

UK 

- 

M1775.5-90E 

• Moose River to 

X 

7 


State Hospital 

5 


^50B 

Kettle River 

X 

"* 

79 

HUDBACEN 

UK 

_ 

X 

Minnesota River 

X 

0 


Kudbadon Sanatarloa 

m 


- 


&0B 

"* 

30 

^ OAK TERRACE 


B 

141808-x-x 

Swamp to Nine Mile Creek 

X 

3 


Qien LaRa SanatarLuii 

in 

IB 

; r - ■ 


' X 

XL 


REMARKS 


«aouih Fork of Crow Rtvort 
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STATK 

MINNESOTA 



MINNESOTA 


Cosnujiity or facility 
providing sever service 

AUSTI!( 

BOREI 

DUUJTU-MAIII PLANT 

EVEICTI 

LIHTSTRCM 

HINKEAPOLig-aAINT PAUL S.D. 


MOORHEAD 

RUSHPQRD 

SAINT CLOUD 


Communities and/or 
facilities served 

Maple view 

Coleraine 

Proctor 

Payal TWP 

Chisago City 

Arden Hills 
Bloomington 
Brooklyn Center 
Columbia Hgta* 
Crystal 
Edina 

Falcon Hgts, 

Fridley 

Golden Valley 

Hilltop 

Hopkins 

Maplewood 

Minneapolis 

Morningside 

New Brighton 

New Hope 

N* Saint Paul 

Osseo 

Richfield 

Hobbinedalo 

Rosaville 

Saint Anthony 

Saint Louis Pork 

Saint Paul 

Shoreview 

W. Saint Paul 

Dilvorth 

(City) 

fiUBhford (village) 


^2 


Sauk Raplda 



The data for this State have been collected 
with the helpful cooperation of the: 


Missouri Water Pollution Board 
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A SR GROVE} 


AUIVASSB 

AVA 

South Plant 
AVA 

Test Plant 

GARINQ 
Worth Plant 
GARIKO 
South Plant 


BlSVARCiC 


Lb f aye t to 


[Lavrence 


Cfillavay 


I>ouglaa 


Douglas 


Stoddard 


Harrison 


Saint Francois 


Gasconade 


Jaokson 


BLUE SPflIHQS 
Plant ril I 
BLUE SPRIMOS 
Plant i Z 

BOLIVAR 

boosville 

BOILIHG GREEM 
BilASSOH 
BROOKFIELD 
BRUIfSIICK 
BUCKL1M 

Reoreanl^ed Set D |2 
BUCKHER 


BWlLtMaiOH JUSCHOH Hodaity 


Charlton 


1,000 S X 0.110 Lo 

l.lOO - 

1»410 8 X 0*190 ShCffiAnCtaUorBo 

2.500 - 

360 S 0*032 0,030 Lo 
0*300 - 

350 S* x» x» GhClFtnBo* 


870 S X 


X ShCjaFtrCmUoBo 
1.600 - 


4,000 S 0.550 0.119 ScCmFtrloVv 
11.860 ^ 

390 S X X Cfl 

“ - - X - 

100 8 X 0.090 Lo 

0,900 - 

1,200 8 X 0.180 Lo 

1,800 - 

215 S X O.OlO Lo 

O.UO - 
215 S* X 0,026 Lo 

0.260 • 

965 a X 0,200 Lo 

2,000 - 

4,800 8 X 0,400 ScahCmAaCm^^Vv 

' - 4,000 (under constraotlon) 

500 S X 0,100 Lo 

1.000 - 

1,580 S X 0,250 Lo 

2.500 - 

2,480 8 X 0-250 ClFtrCpBo 

2.500 - 

995 8 X 0.120 ShCmrBo 

1.200 - 

525 S 0,050 0.080 ShClFtnBo 
0.800 ~ 

1,600 S X 0,180 Lo 

1.800 - 

800 S X 0.100 Lo 

1.000 - 

3,100 S 0,300 0.500 StuCmPthCjtiDoBo 

5.000 - 

X. None 

2,500 S X 0,300 Lo 

“ " - 3.000 - 

2,000-8 8 0,360 0,329 BhCroFthCraDoflo 

' - - 3.200 - 

4,200 S 0,600 0.700 SmCroFtrCaDonrBo 
■ - “ 7.000 - 

990 8 X X None 

X (S.T,P, under oonstriio llonl 
400 S 0.008 0,008 CsPs 

” “ ^ 0.400 - 

1»100S X 0,100 Ld 

“ - “ 1.000 - 

1,220 S 0.150 0,180 SoCuFtrCnDcB^^ 

“ “ - X 

450 8 0,030 .. Hone 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


1 STATE 

VRAR 


J 

dSSOURE 

1962 

j PAGO 1 of 16 


LlM 

SO 

COMMUNITY, SEWBR 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 


PE. (BOD) 

V\ 

1 

ll 

<7 

O-A 

REMARKS 

DISCHARGE 

TO 

UN. 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION J 

4aj.L 

<itv. 

ub. 


mm 

KufiuJilE 



mi 

ESI 

n 

12 

HKEMHIl 

m 

IS 


ACtaiAW 

SI 

. 

51 7S. 6-BO- 

Branch cf Meat 

I,OOOB 

7 




14 

~ 

12 

Beer Creek 

lOOB 

- 



IIBAS* 

UR 

- 

0142-41-3 

East Pork of 

t 

7 




n 

- 

- 

Irnnd River 

X 

- 


i , 

JLUA 

UR 

- 

UR300E-X-X 

No dlscharga 

360 

7 




IZ 

“ . 

- 


0 

- 


1 

ARCADIA 

su 

- 

6II670-275B 

Stouts Creek 

X 

1 

"New Syaiem is now under oona true t Lon. 



6 

- 

-x-x 


X 

- 


i 

^ GROVE 

UR 

- 

0235.3 

Sranoh of 

X 

7 




14 

- 

-62-.15 

Plokerel Creek 

X 

- 


1 

AUtlOftA 

811 

- 

0(N)l3l- 

Douger Branch 

5,100B 

7 




4 

- 

100-15 


X 

- 


T 

AUEVA33& 

UR 

- 

U119.7-34-3 

Bynua Creek to 

X 

4 




IZ 

- 

- 

Auxvaase Creek 

X 

- 


1 

ATA 

BU 

- 

11430-50-13 

Covakin Creak to 

lOOB 

7 



Soiith Plant 


- 

- 

White River 

lOG 

- 


9 

ATA 

8H 

- 

f430-50-l? 

Goxskin Creek to 

1,B00E 

7 



f«sl Plant 

5 

- 

- 

White River 

laOG 

- 


» 

BARTHO 

Uil 

- 

F39-19 

Bridge Creek, Pablua, and 

X 

7 



Sopth Plant 

IS 

- 

- 

UiaeieRlnot Rivers 

X 




BARING 

UN 


P59-18 

Bridge Creek, Fablua, and 

X 

7 

*'Under construction. 


Plant 

12 

- 

- 

Ulselealonl RlveCo 

X 

- 


11 

BUXJS 

UH 


M89-10-2 

Kline Branch 

X 

7 




19 

- 

- 


X 

- 


13 

BELTON 

VR 

- 

0110-5-17 

Branch of Cast Creek 

X 

7 

•Filtration of Taw eludgs* 



14 

- 

- 


X 

- 


H : 

SE«TON 

8N 


x 

Coney Creek to Little 

500B 

7 




6 


- 

River DralnoKo System 

50B 

- 


11 

BCEKIS 

8K 


X 

Little River Drainage 

X 

7 




6 

- 

- 

Rvnteoi 

X 

- 



esTHiijnc 

MR 


Q108-20-1 

East Branch of 

2,480 

5 





- 

- 

Riflr Creek 

1.000 

- 


1 

BE3KARCK 

UH 


M34-69-3 

Beard Branoh of Big River 

995 

2 




19 

- 

- 



- 


H 

BIAHD 

UM 

- 

M94-3-6 

Branch of Dry Fork 

475 

1 




19 

- 

- 


150E 



19 

me sPiiiRas 

MR 


M325-25 

Sni-A-Bar Creek 

I,600B 

7 



Plant 1 1 

IS 

- 



160B 

- 


n 

Btue Bpnrm 

MR 

- 

M325-25 

Snl-A-Bar Creek 

800B 

7 



Plant # t 

12 

- 

- 


805 



]i 


MR 


0l87.2-65-»5 

Town Branoh 

4,200 

7 




14 

- 

- 


840 

- 



BOONVILLG 

MR 

_ 

Hl96.a 

Mtaaouri River 

5,300B 

0 




12 

- 

- 


5*300B 

- 



BOILTMO GREEN 

UN 


Ml, 267 -21- 

Pino Greek to Salt River 

2,5005 

7 




12 


23-5B 

Nisslesiooi River 

250E 

- 


11 

BftA5f30M 

8M 


&M591-340B 

Lake Taneycomo and 

7,060’* 

7 

»rnduBlrlat P.E. 4,050. 



5 

“ 

- 

White River 




» 

BROOKPICLD 

MR 


032-3-20 

Ditch to teat 

4,400 

7 




15 

- 

- 

Yellow Creek 

440 

- 



SailNSIXCK 

MR 

•• 

03 

Grand River 

1,740 

7 




13 

- 



1-740 

- 



BUCRLIN 

MB 

; - 

031-24-9 

Branoh of Mussel Fork 

400 

7 



Reori^anlsed Soli D 

13 

- 

- 


40 

- 



\ BUOCIIIX 

MB 

L - 

M334-7 

Kira Prairie Creek to 

1,100B 

X 




12 

; - 

- 

Wineouri River 

IlOE 

- 



BUTFAIO 

MB 

1 

0187*2- 

Branoh of Llndley Creek 

1,700E 

7 





fc - 

48-38 


250G 



» 

B^EtLlNGTON JUNITtlON 

MR 

- 

M4B0*9-T1.6 

Nodaway River 

450 

0 




12 

- 



450 

- 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



COMVUJNITV,SHWEIl 

OR 

SANITARY DISTRICT 
INSTITUTION 


CALtFOa^lA 
North Plant 
CALIFORHIA 
Sotith Plant 
CAMDEWTON 
Horih Plant 

€A«OEfiTOM 
South Plant 
CAUERCIf 

CAMPBELL 



19 (S 0 Estimated 

Popihtion 

^ Served 



TREATMENT FACILITIES 


TREATMENT 


Dcs’d j 
Pot 

Average 

□ailyPlow 

MOD 

P.E. 

(lOOO's) 

7 


0,180 0,760 Lo 
7,600 - 

X 0;320 Lo 
0,630 ~ 

0,250» 0,300 SoCfliPtrCfnVv 
- 3,000 7 Aa(CnviUtor)Cp<<» 

0,U0 0,200 CmFtrCfnDoBo 


0,200 0,400 BoCtiFtrCmFaDoBo 
4,000 - 

0,IGOS 0,260 Lo 


CAPB GIRARDEAU 
CARL JUNCTfOV 


CARROILTOK 


CARTERVILIG 


CARTRA5E 


CARUTIl&RSViLLB 


CA3SVILL& 


CENIRALIA 


CfiARLESTO?! 

CHILLICOTHE 

CUHC^S 

CIfHT0.V 
South East 
CLINTOH 
South lost 
COLE CAUP 

COlWBU 
Plant I \ 
COLUMBIA 
Plant # a 
COUJITBU 
Mcrlh 
COUMBIA 
ftAuth 


Cape Girardeau 


Fealecott 


iUlsslsaippl 

Livingston 


0.050 0.360 Lo 

3.600 (under oonstruo tlon) 
0,580 0,600, anCmFtrCtrtDohBo 

6.000’ (under oonatruo tlon> 
* - Wone 

X 1,200 OaCmFtrC/nVv 

12,000 - 

X - Hone 


X 0,364 

3,640 
X 0.048 

0,400 
X 0.500 

5.000 

X 0,300 

4.000 
X .0,054 

0,540 

0.510 0,750 
7.500 
X 1,300 

13.000 
0,500 0,051 
0.850 


SoCroFtrCmDoBu 


ShCnFtrCnVvXf 


SmSoawCroFtrCmDrXd 


X 0,820 

8.200 

X 0.128 

12,800 
0,030 0,120 
1,200 

X 0.200 

20,000 

U800 1,800 

- 15,000 

X 0,192 

- 1,920** 

X 0.090 

0.920** 


ShClFtrBo 


ShClFtrCiBo 


SinaiD(ORCin)AaCnl>chBo 

QmCmFtrCniDohBo 














INVENTORY OF MUNICIPAL WASTE FACILITIES 


COM^JUNITY. SEWER 
OR 

t>rSTR[CT 

rKSHTUnON 


UllFCyiU 
V.7\h PUnt 

{JIllFCR.'irA 
Plar^t 
ai:OTo:f 
i:rth Plant 

Plant 

CAirSELL 

CiLYI0?f 

CiFZ CfBARDEAU 

«aL JlWCTCOSf 

CASSOLtTOff 

CJL^TCAVILLB 

CARTHAGE 

aairrttEfisvfLLE 

CA3^?rLLS 

carrEE 

ctfrmiA 

CaATFES 

CKAVOIS 

I caiRiESTOS 

cariAiiwmiB 

CUSIEHCC 

cuirroj 

S^taCh East 
CUKJOJt 

f oat 
CCiJS CAtP 

OOUnBIA 
Pint f I 

OW^BIA 

Phot fa 

cowmaiA 

VsHh 

COUJKBfA 

ifi'Wlh 



HF - 
14 • i 

C282-8-5 

» * 

U - 

X 

UR - 

12 - 

H157.5-U-9 

HR - 
10 _ 

K137.9-32-3 

IM 

0108-5 

Eli 

0112*5-5 

HR - ’ 
13 - 

G5B-50-5 

SV - 

SH670-1558’ 

6 - 

x-x 

UH - 
12 - 

HI, 326 

UU - 
22 . 

UI|035 

SH - 
4 - 

0(N| 131-36- 
2 

NR - 
12 - 

K267.5-14. 

81C - 
4 - 

a(N|l31- 
36- LI 

SI - 
4 - 

G(NU31-69 

SN - 
6 - 

Ua70.8 

8U - 
5 - 

N549.8-20- 

25-20 

Ul - 
11 - 

527-25-12- 

uu - 

S77-13-32 


Piney Rivar 


Mnfenn Oreek 


- - to Salt River 

- S77-13-3a Qoodwator Creek to 

- -ae So It River 

- X Drainage dltoh 

- H116B Miaaouri River 

- SM920E-X-X Drainage dltoh 

- Q60-4 North Qrand Rlvor 

- S87.?‘*3 Crooked Creek to 

- - Salt River 

- 0175*6-37-8 Coal Creek to 

- - Orand River 

~ ^ 0175*6-45 Orand River 

- 0171-22 Cole Canp Creek 

- H170-IU3-«1 Flat Branch 

- U170-U-3. Hlnkaon Creek 

- 11170-17.5^, Bear Creek t Rocky Forki 

- 4,5r2 Perohe Creek ft Mlaaourl R 

- Hl70^ll-4 Hlnkaon Creek 


"Inoludea industrlat vaste, 
'•'* Industrie I easts treatnent. 


eihls Is a temporary 
on 400 P.2* acre. 
•This is a temporary 
on 400 P,B. ner acre. 
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EAST PE^AmiB 

EDIKA 

north 

CDfNA 
South Vest 
ELLISVILU 

ELQ071 
Plant H 1 
t'LOOS 
Plant fif 2 
CLDOn 
PUnt # 3 

ELDO^ 

Plant ^ 4 


INVENTORY OF MUNICIPA L WASTE FACILITIES 

STATK 

MISSOURI 

P.R. (liOD) -| 

WATER- DISCHARGE ~ ^ 

^/-^trncr TREATEiP _c 

COURSE WASTE §g 

MILEAGE 55^;: 1§ 

CHARGED ^:S 
WASTE __ 

U ' 

W202.2-9*3 DaviB Greek 500B 7 

-51-Ll 50B - 

H202*2-9*3 Panther Creek 600E 7 

-61-6 120E - 

W549.8- Crane Creek 500G 7 

50-16 60S - 

050-5- Branch of Tavern Creek 400 7 

40 - 

Vai»ll3E p'Uttln Creek . 3,600E 0 

3 . 6Q0E - 

U94-11-7 Brush Creek 1,000C 4 

lOOB - 

U94-U-7 Brush Creek 400E 7 

50E - 

0l75.6-52-:3 Halt Creek 600B 7 

60E - 

J50 Joachim Creek 5tOOOB ^ 

500B - 

Stt670-175B Ditch ff 81 to 6,0006 7 

-x-JC Rt. Prnnola River l.onOB - 

09.9-60 Maries Creek l,300B 7 

150E - 

W264. 0-96.2 Currant River 1,300E 0 

-5K3 1.300B - 

X Mormon Creek 5^5 x 

90 - 

X Drainage ditch 3,000B 7 

300B - 

FLU44-R25 South fablus River 9O0B 7 

.3 90 s - 

FL144-L.25‘'4 Fablua River 400E 7 

405 - 

• X Intermittent creek 2,000 x 

300 - 

M137.9-34 Blythe*8 Creek 2,400E 7 

_oi_n 240E - 


CO^iMUNITY. SEWER 

DRAIN- 

AGE 

»ASIN 

WATER- 

DISCHARGE 

OR 

SANITARY DISTRICT 
INSTITUTION 

J!‘'Sub 

Min. 

COURSE 

MILEAGE 

TO 

12 

DaviB Greek 

9 

C0:^C0RDIA 

Morth Plant 

10 10a 

MR - 
12 - 

U 

W202. 2-9.3 
-51-U 

CO^^COR^fA 

Saulh Plant 

UR - 
12 - 

H202. 2-9.3 
-6L-6 

Panther Creek 


SU - 
3 - 

W549.8- 

50-16 

Crane Creek 

CROCKER 

HR - 
14 - 

050-5- 

Branch of Tavern Creek 

CRYSTAL CnV 

UH - 
22 - 

VUI,113E 

Piattln Creek 

CUBA 

UM - 
19 - 

M94-U-7 

Brush Creek 

CUBA 

OM - 
19 - 

U94-U-7 

Brush Creek 

C EE P WATER 

UR - 
14 - 

0l75.6-32-:3 

Ralt Creek 

I-ESOTO 

UU - 
22 - 

J50 

Joachim Creek 

PEJITER 

SU - 
6 - 

SU670-175B 

-x-x 

Ditch ff 81 to 

Rt. Frnnola River 

BIXOM 

«R - 
14 - 

09 . 9-60 

Maries Creek 

DO^IPRAH 

SU - 
5 - 

W264. 0-96.2 
-51.3 

Currant River 

‘ DBEXEL 

MR - 

X 

Mormon Creek 


11 

ELDORADO SPRIMQS MR 

14 

n i 

ELSBERRY Ul 

1 : 

14 

EXCELSIOR SPRIKQS MR 

12 

2S 

FAIRFAX MF 

12 

16 

FARMIHCITOJI SM 

6 

21 

FAYEHE HI 

12 

ts 

FESTD3 UU 

22 

W 

FLAT RIVER Ul 

19 

50 

FREDERICKTCW*'! S« 

6 


- X Intermittent creek 

- M137.9-34 Blythe*8 Creek 

- - 21-8 

- H137.9-34 Blythe's Creek 

- -21-8E 

- m30-6l-u Saline Creek to 

^ - nflfljre River 

- WU7.9-34 Blythe's Creek 

- -21-8E 

- 0233 . 9-15-3 Walnut Creek 

- Ml, 240 Hisalsalppl River 

- M337. 9-1.3 Fishing River 

- - 9.5 

- 11523*5-13,2 Tarkio River 

- SM670-250E Branch of Wolf Creek 

- H19l,6-22 Bonne Femme River 

- U«X,ll3-x-x Piottin Creek 

- M34-90 Flat River 

- SM670-260B Saline Creek 

- -x-x ’ 


2,600E 7 
500 E - 

l,200E 0 
1.200E - 

5,600E 7 
560E - 
720 0 
720 - 

5,600E 7 
KfinOE - 

2, BOOB 7 
280S - 
7,OOOE 0 
7.fVO0B - 

3,720 2 
2,500 - 

BiOOO 7 
450 - 


1962 page 3 of 16 

fl EM ARKS 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


0LA03TCHB 

8oI1!t)v Hflfta pi-t I 

OLADSTOIfS 

Rolltuff Pit jf 2 

0UD3TCN& 

BoUlnir Nets ?tt i 3 
I 10 

QUD3T0NE 
Meadowbrook H 
GLADSTOXB 
North Kaven Subd. 
OLADSrONi: 

^orthrid^e PUnt 
0LAD3T0NIS 
Oak Park Plant 

auosTONs 

Park Tovar Subd* 
aU03tO!{EI 
Roaorood Addition 

ousaoT 
QOLOEif cm 
QKANOViei 
GRABIT cm 
QREEmEO f I 
QRCEKFICLD | 3 
GREENFIEU) d 1 




INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATH 

MTSSOUBI 


Jiafe. 


t of 16 


LLS'E 

VO 

C0^^^tUN^rY, SRWEtl 

DRAIN* 

AGt 

BASJN 

WATKR. 

COURSE 

MILEAGE 


PI', (MOD) 

1 

REMARK,S 

DISCHAR<jn 

TO 

HREHH 

EUsSHul 

lESEuOl 

OR 

SANITARV DISTRICT 
INSTtTUTION 

M^i 
^in . 

^uh. 





m 

!EE1I 

11 


hhehB 

m 

15 

1 

FRIEMDLT HOLIES 

m 


U369,7-a6 

Branch to Indian Creek 

300 

L 




12 

9 

-.7.-K5-1 


75 

- 


2 

r(JLto:i 

UR 

- 

UU9.7-G-^ll 

Stinson Creek 

lOt^OOE 

7 



Plant 0 \ 

12 

9 

- 


I.IOOE 

- 



mion 

m 

- 

11119.7-8-10 

Smiths Branch to 

X 

7 




12 

• 

-IE 

Qt.lriRon Creek 

X 

- 


< 

ruiiToii 

UR 


UU9.7-8-10 

Smiths Branch to 

450a 

7 




12 


-1 

‘Stinson Creek 

50E 

- 


5 

CALLATtH 

UR 


090 

Qrand River 

1,300 

4 




13 

- 

-* 


210 

- 


6 

GLAD3T0rfS 

ua 


11360.8-142 

Creek to Ulssouri River 

700 

7 

^Liquid sludge. 


Rolling Pit 0 1 

12 

- 

- 


140 

- 


7 ■ 

flUDSTCHG 

UR 

- 

U360.8-14E 

Creek to Ulssouri River 

X 

7 

*^l.iquld sludge. 


RftlllnEf IUt9 Pit 0 2 

12 

-* 

- 


X 

- 


» 

GLADSTONE 

UR 

- 

M360.0-14E 

Creek to Missouri River 

700 


^Liquid sludge. 


RoIUot lUta Pit # 3 

12 

- 

- 


140 

- 


9 

GLA&STCMB 10 

UR 


U3&0.e-14G 

Creek to Ulssouri River 

X 

iX 

♦♦Temporary facility. 



12 

- 

- 


X 

- 


to 

OLADSTONE 

fiR 

- 

H360.8-1<IG 

Creek to Missouri River 

X 

X 



lisfidovbrook N 

12 


- 


X 

- 


n ’ 

OLADSTCNE 

UR 

- 

H360*8-14E 

Creek to Missouri River 

X 

X 

♦♦Temporary facility. 


firtrih iraven Subd. 

12 

“ 

- 


X 

- 


u 

CLAD3I0»E1 

iiR 

• 

U360.8-14E 

Branch of Shoal Creek 

1,500 

? 



lorthridEtQ Plant 

12 

“ 

- 


120 

- 


15 

OLAD3TONE 

m 

- 

U360,0-X4E 

Branch of Shoal Creek 

800 

7 

♦♦Liquid 8 ludge . 


Oak Park Plant 

12 

- 

- 


63 

- 


14 

QIAD3T0NB 

UR 

- 

U360.8-14B 

Creek to Missouri River 

X 

- 

♦♦Temporary facility designed at 400 


Park Toirer Subd^ 

12 




X 

- 

P.B. ner acre. 

n 

OLAD3TONB 

UR 


K360.0-14B 

Creek to Missouri River 

X 

X 



Poaavaod Addition 

12 

- 

- 


X 

- 


16 

GlASGOf 

UR 


K226.6 

Missouri River 

050 





12 


- 


050 

- 


17 

OOLDfIt CITY 

SU 

- 

SU575-400B 

Muddy fork 

500 

T 




4 

- 

-l^OE-x-x 


50 

- 


ift 

GRANDVEEV 

UR 

- 

M349-40 

Little Blue River 

5»500E 

7 




12 

- 

- 


550G 

- 


19 

GRANT cm 

UR 


0144-16-4 

Branch of Middle Fork of 

260 

4 




13 


- 

Grand River 

175 

- 


20 

OREEKFIELO if 1 

UR 

- 

0235.3-55 

Wilson Branch 

900B 

7 




14 

- 

-12 


90E 

- 


21 

CflEENFIElD 2 

UR 


0235.3-41 

V/hetsei Branch 

2,OOOB<* 

7 

♦♦Moot of this Is diie to Milk Plant. 



14 

- 

-14E 


200E 

- 


Z2 

GREEffFlELD 0 3 

UR 


0235.3-41 

Whetsei Branch 

150B 

7 




14 

- 

-14G 


15E 

r 


Z$ 

BAUILIOH 

UR 


003-12 

Branch of Llok Fork 

X 

7 



Hnrlli 

13 

“ 

- 


X 

• 


24 

liAHILTCN 

UR 

- 

054-3B-7fi 

Cottonwood Cr. Shoal Cr.^ 

X 

r 



Southaast 

13 

- 


Irand and Ulssouri RlvorB 

c 

- 


2J 

miviw 

UR 


054-42-8B 

Toot and Shoal Creeks, 

X 

7 



South* eat 

13 

- 

- 

Orand and Missouri Rivers 

X 

- 


26 

WmiBAL 

UU 


ktl«291 

Mississippi River 

18,000 

7 

♦♦Sludge to river during high stages. 



12 

- 



II.830E 

- 


it 

IIARRtSCNVrULE: 

UR 


0175.6-95 

Branch of East Branch of 

2,500 

1 

•♦Liquid sludge. 



14 

- 

-13 

South Orand River 

375 

- 


29 

HAITI 

6U 


SH85E-X-X 

Drainage ditch 

2,160E 

1 




6 

- 

- 


22DE 

- 


29 

HEBCUUHEUII 

Utt 


UH1«L13B 

Meachin Creek 

500E 

0 




22 

- 



500S 

- 


30 

HERHAHtf 

HR 

1 "• 

M96,9 

Missouri River 

3,3Q0E 

0 




12 




3.300B 
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TREATMENT FACIUTWS 


COMMUNITY, SEWER 
OR 

SANITARY OISTRICT 
INSTITUTION 


COUNTY 

I960 

Population 

Estimated 

Population 

fc; 


Served 

sf 

>-•{/) 



HICKIIJW kills 
OU lrlct # 3 

HrcamsvitLB 

North Plant 

HICOrNSVILLB 
South Plant 
HOLDEN 

HORKTRSVILLE 

HOUSTON 

HU1IA.VSVILLE 

ILUO 

independence 

£«st Plant 

ft INDEPENDENCE 
Vest Side 
INOEPENOENCE 
Trunk Line 
INDEPENOEIICe 
Olendale Gardena 
IROIi’fOM 


JACKSON CO, S, D, 
Outlet I I 

JACKSCN CO. S. 0 , 
Outlet f 2 

JASPER 

JEFFERSON CITT 
JOPLIN 
JOPLIH 
KAROKA 

★ KANSAS CUTY. 

ft KANSAS cm 

KANSAS cm 

KANSAS CITT 
Creatvlew Subd, 
KENNETT' 

KETIESVILLE 

KIRKSVILLE 
Nerth Plant 
KIRKSVaiE 
South Plant 
KKOB NCKSTER 


Jackson 

Lafayette 

Lafayette 

Johnson 

Dunklin 

Texas 

Polk 

Scott 

Jackson 

Jackson 

Jackson 

Jackson 

Im 

Cape Girardeau 
|l Jackson 
#l Jackson 
Jasper 
Cole 

Jasper A Newton 

Jasper « Newton 

Clark 

Jackson 

Jackson 

Jaokaon 

Jackson 

Dunklin 

Charlton 

Adair 

Adal 

Johnson 


Dcs’d 

^ Pof 

^ 2 Average 

a ^ Daily Flow 

> < O P,E. 

< Q :s (lOOO’s) 


TREATMBNT 


2,160 

475,539 


0.013 0.013 ClFfl 
0.175 - 

X 0.320 U 
3.200 - 

X 0.600 Lo 

6.000 - 

X 0.250 SoCmFtrCraBo* 

2.500 - 

X 0.150 Lo 

1.500 - 

0.040 O.lOO ScClPtrCpBo 

1.000 - 

X 0.200 Lo 

2.000 - 

X 0 . 15 D Lo 

1.500 - 

X 1.500 CmPtCfljDTB 

12,000 - 

X 6.500 SoQmCmVv 

65.00<» - 

X 0.540 Lo 

5 . 400 ^ - 

X 0.167 Lo 

l.670<f 


X 0.266 
2.660 
0,250 0.550 
5,500 

X 


0.150 0.360 
3.600 


8.000 12.000 
56.700 
1.200 4.000 
23.500 1 


K 0.016 
0,842 
0,650 0.800 
0.000 


SoQmCmVv 

Lo 

Lo 

Lo 

SoCfliFtrCtnDhBo 

None 

None 

Lo 

None 

ScOraCinFtrCinDfh t BoLsVvZ 1 1 
SoGraCmFtrCmDfhBo VvZl I 

Lo 

None 

None 

None 

CaFs 

CiPtrCmBo 


O.LOO Lo 
l.OOOft *- 

9*650 

0,955 SnjQmCnjFthCmDfhZllVvBo 
9.550 - 

0,500 
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r 

)RAIN- 

AGE 



P.E (COD) 

4 



COMMUNITY. SEWEH 









WAT’ER* 

DISCHARGE 




LINE 

KO 

OR. 



TREATED 


REMARKS 

COURSE 


SANITARY DISTRICT ^ 

hi 


MILEAGE 

TO 

WASTE 

2| 

INSTITUTION ^ 

lib- 


DIS- 








CHARGED 

c-o 








WASTE 

a.< 



9 

10 1 

Oa 

11 

12 

B 

H 

15 

1 

MtLUS 

m • 

- 1 

<368. 7-24-3 *: 

rrlbutary to 

175 

7 



Dlatriot 3 

12 • 


i. 1 

Riuft River 

45 

- ' 


2 

mcarKsviiLs 

ilR • 


<3lO,8-8-5E £ 

Iranch of Tabo Creek 

l,400E 

7 



Worth plant 

iZ • 

- ■ 



1408 

- 


5 

RIGOUISVILLE 

m • 

1 

<202.2-9.3-1 

branch of Davie Croek 

l,9Q0B 

4 



South Pltknt 

12 • 

- 1 

H-19-3B 


190E 

- 


-C 

HOLDDi 

UR 

- 

M202.2-9,3- E 

iranch of 

c 

7 

^Primary clarifier la splrageater. 



12 ’ 

- 

102-8S F 

Uackwater River 

c 

- 


1 

HORNE RSVILIE 1 

3W ■ 

- 1 

SU670-60E- ( 

Uralnage dltoh 

t 

7 




10 < 

- 

lOOE 


x 

- 


6 

HOUSTON 

UR 

- 

C1L5-59-5 

Brushy Creek to 

400 

7 




14 

- 

- 

Bis Plnev Creek 

30 

- 


7 

HUMAN SVILLE 

m < 

- { 

0227-20-13 

5ruah Creek, Sao River 

x 

7 




14 - 

- 

- 

^nd Osave River 

X 

- 


8 

ILLUO 

uu 

- 

Ul, 030-3 

Branch of Cape La Croix 

X 

7 




22 

- 

- 

Creek to Mlsaleeippl R. 

X 

- 


9 

IN0EPENDENG2 

UR 


U345. 7-18.2 

Spring Branch Creek 

15,OOOB 

L 



East Plant 

12 

- 

-7 

X 

- 


10 

riDEPENDeHce 

UR 

* 

M367.4-2E. 

Sugar Creek 

46,0008 

7 

•Under construction. 


Kest Sldo 

12 

- 

- 


X 

- 


11 

INOEPENDENCB 

UR 


X 

Little Blue River 

4, BOOS 

7 

•Temporary facility based on 300 P.E* 


Trunk Lina 

12 

- 

- 


X 

- 

per acre. 

IZ 

IHDSPKNDEHCS 

UR 

- 

IU345.7-10- 

Spring Branch 

X 

r 

•Temporary facility baaed on 300 P.E, 


Dlcndale Gardens 

12 

“ 

-2E 


X 

- 

per acre. 

1) 

IflONTOM 

SU 

- 

SU670-280S 

Branch of Stout*s Creek 

l,300B 

7 




10 

- 

-x-x 


>c 

- 


14 

JACKSON 

uu 


1110-13 

Hubble Creek 

2,600 

7 




22 

- 

- 


260 

- 


1) 

<fACK50N CO, S. D, #1 

UR 

. 

U367.-4-1 

Sugar Creek 

6,500 




Outlet H 1 

12 

- 

- 


6.500 

- 


16 

JACKSON CO, S, D, #1 

UR 

- 

M368.3 

Uleaouri River 

6,500 

0 



Outlet 0 2 

12 

- 

- 


6.500 

- 


17 

JA8PER 

SU 


0(N)L3l-31 

North Fork of 

1,300 

7 




4 

- 

-20 

J^nrlne River 

0 

- 


18 

OEEfERSON CITY 

UR 


UL43 

Uissouri River 

27, BOOB 

> 



12 

- 

- 


27.fiOOE 

- 


19 

JOPLIN 

SU 

_ 

0(N) 131-33 

Turkey Creek 

50,000 





4 

- 

-7 


8.500 

- 


30 

JOPLIN 

BU 


Q131-29E 

Shoal Creek 

7,250 

7 



4 

- 



725 

- 


Zl 

KAHOKA 

UU 

_ 

F23-5 

Brush Creek 

2,000E 

7 



12 

- 

- 


200B 

• 


22 

k KANSAS cm 

UR 


U377 

Missouri River 

106,400 

3 



12 


- 


106.400 

'• 


33 

ft KANSAS cm 

UR 


U368.7-2 

Slue River 

342,000 

) 



12 

- 

- 


342.000 

■ 


24 

KANSAS CITY 

UR 

_ 

M37a*9*-3*0 

Kansas River 

281,200 

) 



11 


.. 


281.200 

- 


3J 

KANSAS cm 

Crestvleiv Subd. 

UR 

12 


U374.2-2 

Rook Creek 

500 

50 

5 


26 

KENNEnrr 

SU 

1 - 

SU670-180P 

Buffalo Ditch 

7,000E 

K700E 

1 


21 

KEYTESVILLB 

UR 


U237-7-3E 

Uuasel Fork River and 

600B 

7 

•Under construction. 


12 

i - 

- 

nharlton River 

60C 



2B 

KIRKSYILLE 

UH 

. - 

S174-9E 

Branch of Steer Creek 

5,730E 

600S 

7 



Herth Plant 

12 

. - 

- 




29 

ICIRKSVILLE 

Uk 

1 - 

S144-40 

Bear Creek 

5,500E 

580B 

2,300B 

230E 

7 



South Plant 

12 

1 _ 

- 

Clear Creek 

j 

•Under eons truotloa* 

30 

KNOB KOSTER 

KF 

IS 

1 - 
a - 

U202. 2-9-3 
-75-lOE 




121 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATR 

YHAR 

MTSsntmi. 

lafiR- 




COMMUNITY, SEWBH 
OR 

5ANITARY DISTRICT 




UDDCNIA 
U GPASOB 
Wit LOTAVAN^rA 
UKE lAUKOUrS 
UUAR 
LAVAR 
u Kom 

mCASTEH 

U PLATTE 

UTHROP 

LEAfOOD* 

ILEGASCH 
Plant I 1 

LGBAHON 
Plant 9 a 
LESS simuiT 

LEES SirHUtT 

LEES SUVUTT 

LEXIdaiOH 

LTBsnn 

LtCKtNa 

Worth 

LICK mo 
South 

LILBOORNE 

LTKCOLK 

LTNJ^ CHEEK 

UWKfOOD 

LOUISIANA 

UACOK 

ITAtTLAHD 

MALDEH 

HAHSFIELO 

KAKCELtNB 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


WATER. DISCHARGE 

COURSE 

MILEAGE 



P.E. <UOD> 
_ 

TREATED 


WASTE 


DIS 


CHARGED 


WASTE 


I 

y. 



■c-C 

£1,< 


REMARKS 


863-16-15 

Middle Lick Creek to 


Re 1 1 River 

Hl»319 

Ulsslsslppl River 

U326.1-19 

West Fork of 

-0.1 

<?nI«A-Rer Creek 

H390-6E; 

Linn Creek to 

- 

Misnourl River 

G(N)131-5L 

North Fork of 

-20-20 

flnrlViflf River 

0131-76 

North Fork of 


Rr.rlner River 

M202-32-40 

Uuddy Creek, Lamine and 


Uiesourl Rivers 

F72-19E 

North Branch of 


Middle Fabiua River 

C5-10-40-ia 

tong Branch to Gaab 


Fork of Charlton River 

058-65 

Branch of Shoal Creek 

I136Q.7-26 

-86-1.7-3 

Bykes Branch 

0100.5-5-45 

Dry Auglaize Creek 

0100.5-5-45 

Bry Auglaize Creek 

11345.7-39 

-8.5 

Cedar Creek 

II345.7-36B 

Little Blue River 

M345.7-39 

-2B 

3edar Creek 

U321 

Missouri River 

11360.8-4 

Old Channel to 

- 

Missouri River 

0115-18-278 

Spring Creek, Big Plney 

- 

and Qsaoonade Rivera 

aU5-44-8E 

Boone Greek, Big Plney 

- 

'»Tid nasoonade Rivera 

X 

Drainage ditch 

0179-U-2B 

Br. of Little Tebo R.-Lt. 

- 

Tebo R.-L. Of The Ozarks 

0100-3 

Linn Creek 

0235.3-25 

Horae Creek to 

-50 

5ao River 

111,263 

Uississippi Elver 

576-50-15B 

Billys Branch 

11480.9-41.5 

iNodaifay River 

X ' 

Drainage Ditch 1 81 

0260-10 

Branch to Wolf Creek 

032-12 

Branch of East 


Ye ilov Creek 



123 
















MARjHALL Sflllne 

Worth PUnt 

MARSHALL Saline 

frO’jlh PlftfJl 

UAR3HPI£L0 Webster 

KASTIf)33’J?J jujrala 

KAMVILLE Hoda.ay 

P33t PIsnt 

IJARYlf'fLLE Lodaiay 

Rrjlh^^st Pisat 

WY3VJLLE De Kalb 

“"PH'S Scotland 

mm Charlton 

horth»e 9 t Sch. D. #1 

pf^'w Audrain 

Plant # I 

‘'«‘C0 A,drau 

Plant I 2 

Audrain 

Vcrnln?side 3 ubd. 

Sullivan 

SaTpUnt 

s. D. I b 5 Randolph 

“O^nr 4 Latrano, 

ROOTOB cm B,rlon t llonro. 

HOTOOKESr CITY Kontgon.r, 


KART1W33UR3 

KARYVfLLS 
P33t PIsnt 
«ARYI»‘fLLE 
Rrjih^^st Plant 
WY3VJLLE 


HENDON 

h‘orth»e 9 t Sch. D. #1 

MEXICO 

Plant # I 

MEXICO 
Plant I 2 
MEXICO 

Ncrnln?slde 3ubd. 
MIUN 

MOSERLT 
East Plant 

M03ERLT f 

Meat Plant 

MOBERIT r 

R. D, # 05 

MONm g 

MONROE CITT u 


MOUND cnr 

HOOTAm GROVE 
East 

mountain grove 

West 

mountain view 

MOUNT VERNON 

NEOSHO 

NEVADA 
«prth Plant 
NEVADA 
South Plant 
niANXIdlH 

HEf l!AV£N 


Holt 

Mrlght 

trlght 

Hose 1 1 

Latrano 6 

Hetlon 

Vernon 

Vernon 

Hotard 

Eranklln 


1*200 - 

0.960 SoGaCoiFtrCioVv 

15.000 - 

0.563 ShClftrCpDp 
7.500 - 

0 . 3 d 0 Lo 
3.400 - 

0.046 Lo 
0.460 - 

0*500 SoSfnCmFtrCtnDfBi 

5.000 - 

0.400 ScCoiF trCmDf Bo 

4.000 - 


SoSfnCmFtrCmDfBo 


943 

750 5 

X 

X 

l.OOO 

ShCiFtrCpBo 

2,106 

2,000 S 

0,200 

0.250 

X 

SmCmAmCpDohBo 

210 

210 J 

0,004 

0.004 

CsFa 


“ 

- 

0.210 

- 

12,889 

3,335 S 

0.870 

1.000 

OhScCnF trCuiDomhQo 


X 0.020 

0.200’ 
X 0.200 

0.200 
X 0.450 

4 . 500 * 


8,000 3 

0.800 

U 070 

16.450 

SqOaCmFtrCniDoofcBo 

4,000 5 

0.400 

0.530 

6.320 

SoQaCmFbrCmDoBo 

500 S 

X 1 

0.060 

Lo 

“ “ 

- 

0.600 

.. 

4,500 5 

X 

1.440 

X 

SoCfoFtrCffiDcmrhBoLo 

2,000 3 

0.200 

0.250 

SmCmFtrCmVvXd 


** 

4.100 

- 

1,200 5 

0.120 

0.120 

Lo 

" 

- 

1.200 

- 

880 S 

X 


None 


if^yo s X 0.400 ShCtt 

" “ ^ 4.000 - 

6.500 5^ X 1,730 QhSo 

12.60 " 

4,000 5 0,450 0.600 GhSc 

^ ^ .r 6,000 - 

2.500 3 0.250 0.400 QhSc 

f 4.000 " 

X ^ None 


ShClFtfCpBo 

ShCmFtrCmDthBo 

OhSoCinFtbCniDaiiifprEeDo 

GhScApCrnFtrCfflDohtBo 

QhScApCmFtrCmDchtBo 


A ,223 


X 
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NO 

COMMUNITY, SEWER 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

p.n. (B0D1 

1 

Z 

= £ 

3 li 
rs rt 
0<A 
&< 

REMARKS 

UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICr 
INSTITUTION 

Min, 

Jub. 

DIS- 

CHARGED 

WASTE 



M 

m\ 

It 

12 

U 

m 

IS 

1 

UAR[ONVIllQ 

M 

■1 

a(n)i3i- 

Honey Creek 

500 

7 




4 


100-19 


120 

- 


2 


UR 

- 

U202.2-9.3 

Oranoh of Salt Fork Creeh 

6,OOOE 

7 



Worth Plant 

12 

- 

-12-14 


7C0E 

- 


J 

HARSIIALL 

m 


U202.2-9.3 

Gaaa Creek 

X 

7 



South Plant 

12 

“ 

12-14 


X 

- 


4 

UARStIF 11 : 1.9 

UR 

- 

0U2.0-U0E 

Branch of Uanqua River 

2,OOOE 

7 




14 


- 


200E 

- 


V 

UARTIWSSURO 

UR 

- 

1196-52 

L^Outre River and 

300 

7 




12 

- 

- 

Miasoiirl River 

30 

- 


A 

MARYVILIB 

MR 

- 

U402.5-79 

102 River 

4,500 

4 



E^st Plant 

12 

- 

-59 


650 

- 


7 

HARTfVaLE 

UR 


U 402. 5-79 

Creek to 

2,200 

4 



South^egt Plant 

12 

- 

-42-14-4 

White Cloud Creek 

300 

- 


t 

WATSViLLS 

UR 


0112-10-5-4 

West Fork of 

750B 

7 




13 

- 


I.nat Creek 

llOB 

- 


9 

UEypHIS 

UM 

- 

FRl-70 

Creek to 

2,000 

7 




12 

- 

- 

North Peblua River 

300E 

- 


ID 

JUEHDOH 

UR 

* 

032-15 

Branch of 

210 

7 



Northwest Sell. D« SI 

13 

- 

- 

Yellow Creek 

20 

- 


U 

MEXICO 

UU 


S76-32-3 

Beaver Uam Creek and 

lO.OOOE 

7 



Plant # \ 

12 

" 


'roodwfttar Creek 

1 . Ipo 

- 


1? 

uExroo 

UU 


876-32E 

Beaver Daw Creek and 

X 

7 



Plant 3 2 

12 

“ 

- 

Rruith Pork Salt River 

X 

- 


U 

MEXICO 

UU 

- 

S76-32E 

Beaver Dam Creek and 

K 

7 



Uornin^stde Subd. 

12 

- 

- 

=;o«th Pork Salt River 

< 

- 


14 

VILAN 

UR 


Q42-30-44E 

East Locust Creek 

X 

7 

^‘tinder ocnstructlon. 



13 


- 

1 

X 

- 


15 

MOBERliY 

UU 


S76-l0-4a 

Elk Fork Creek 

8,000 

7 



East Plant 

12 

- 

- 


600 

‘ 


16 

MOBEflLY 

UR 

. 

C5-10-15 

Troublesome Creek 

4,000 

7 



Weat Plant 

13 


- 


800 

- 


17 

yoDEnu 

UR 

- 

a227-52-9 

Sugar Cr., E. Fork Little 

500E 

7 



S, D. tf 95 

13 

" 

- 

Charlton & UlBSOUri River 

50E 

- 


19 

MONETT 

su 

- 

G(N) 131-29 

Kelley Creek to 

5,700E 

7 




4 

- 

-46-12 

Rhnal firnek 

BOOB 



19 

uoNROE cm 

UM 

_ 

866-15 

Branch of Indian Creek 

3,370 

7 




12 

- 

- 


X 

- 


ZO 

UOSTOOMEHY CtTY 

UR 

- 

U95.5-29-8 

Clear Fork to 

1,200 

7 




12 

“ 


l.'Ontre River 

0 

- 


21 

MOUND CITY 

UR 


U500-13.5- 

Davies Creek 

880 

m 




12 

- 

-2.5 


oao 

■ 


22 

WOUJITAIH OROVB 

UR 

. 

0245-10-5 

Buttermilk Cr.. Whetstone 

X 

m 



East 

14 

- 

- 

Gr. & Gasconade River 

X 

■ 


25 

KOOTAIN OROVfi 

UR 


0245-10-5 

ButtermilK Cr., Whetstone 

X 




West 

14 

- 

- 

Cr,. fk Oneconade River 

X 

■ 


2i 

Koumm VIEW 

SU 

- 

SU5gl-200E 

Branch of 

X 

m 




5 

- 

- 

Rlev^n Point River 

< 




liOUNT VERffCN 

SU 

_ 

G(N) 131-97 

Williams Creek 

1,700S 

7 




4 

- 

-5 


400 E 

- 


26 i 

WEOSUO 

SM 


a(U) 131-29 

Shoal Creek 

X 

1 




4 

.. 

-30 


X 

- 


27 

NEVADA 

UR 


0273,5-15 

Branch of Marciaton River 

4,800B 

m 



North Plant 

14 

- 

-3.2 


700 E 

** 


IS 

NEVADA 

UR 

- 

0273.5-15 

Branch of Uarnnaton River 

3,000B 

7 



South Plant 

14 

- 



400 E 



29 

HE? nmiin 

UR 


U191.6-7 

3onne Femme Creek 

1,000 ' 

) 




12 

- 

- 


1.000 



JO 

IIEI? HA’mi 

UR 


U80.7 

Missouri River 

1,150E 

) 




& 

- 



1 , 1 “iOE 




125 
















INVENTORY OF MUNICIPAL WASTE FACIUTIES 



STATE 

vrAR 


' — 1 r - — 1 

MIItSOURX I 

I96g I 

PAUI 



RICHLAND 

nimm 

RIDGEJAT 

ROCK HILL ViLLAOS 

ROCKPORT 

ROLU 
Csat Plant 
ROLLA 

South Plant 
ROLLA 

Vlchav Plant 
RHSKm HEIGHTS SUED 

SAIHT CHARLES 

SAINT CflARLES 

SAINT CHARLES 
Heatherhrook SuW, 
saint CUIR 

SAtKT CUtR 
cut r tom SuW. 

sainte obnbvievb 
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STATE 

YEAR 
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PAC.E 8 of 16 


DRAIN 

CO mi\ JN ITY , SEi W RR 11 ASl N 
OR “‘Hj 

SANITARY DISTRICr 

INSTITUTION Sub 


P€PUa BLUFF ff 3 
PORTAIE DE3 StOUX 
PCRTA:iEVrLLK 
P0TO3I 

PaAiniE HOME 

PJII^fCETO^r 
Phnt I 

PBIWCETO:! 

Plant » 2 

PUXICO 

PAVEIIilOOD 

PAYTOff.V 
Plant ff I 
RAYTOJJ? 

Plant ^ 2 

REPUDLIC 

RJCIIUJICE 

RICHMOND 

RIDQEm 

ROCK lirtL VIULAQE 
ROCK PORT 


Saulh PUrtt 
ROLLA 

Vlrthftv Plant 
RUSKm nEIOLlTS 3U3D 

I SAINT CEIAEILES 

^hliiV CirARLES 

SAIWT CRARLBS 
HoithflrbrooR Subd, 

SAWT CLAIR 

SAr(IT CUTR 
Clatrtown Subd. 

SAJNXe GENEVIEVE 
SAmr JAMES 
SAINT JAMES 
SACMT JA»B3 




V/264.0“175 Pike Creek Ditch 
-21E 

MltI93E Hississippt River 

6U670-'160E Portage Bay to 
-x-X T.n.tU River 

M34-59 Branch of x 

Mine Rreton Creek x 

UL77-0-8E Branch of Petite Saline x 

- Creek to Mlaaourl River x 

Qtd-SO-SO Weldon JUver 

OG'l'gQ-SO'-S Branch of Weldon River 

SM670“270£ Turkey Creek to 
Mln^o River 

M402,5-16 Branch of Platte River 
U346-28 Little Blue River 

IJ316-34-IE Branch of 

- lilttlo Rlue River 

0235. 3“94 Branch of Pickerel Creek 

-2-2 

0116-0.5 Conns Creek 
-9-7 

W3l6,Ul2-5 West Fork of 

- Crooked River 

Q 103-20- Branch of East 

10-5 of ni« Creek 

Uississlppl River 

U539.1-9 Rock Creek 

11167.3-17 Burgher Branch of 

-. 5-2 Irlttle Dry Fork Creek 

11167.3-17 Love Crock 

-3-0. L 

090-15 Branch of Spring Creek 


U345. 7-42-2 Dry Creek to 
^ Little Blue River 

Mil 210-6 Dralnaso Ditch to 
Misalaslppl River 

M28.1 Missouri River 

I428E Missouri River 

M75-2^5 IJateilton Creek 

I475-3E Branch of Horanec River 

l.lio-l.as Branch of 

MleslsalDPl Hlvor 

M 165-4 -2 , Dry Pork Creek 
^Rfthlnaon Creek) 

M62-138-5S Robinson Creek 
11165“ 4-2E Branch of Dry Creek 



^Bnder construction. 






•Under construction. 


•Under construction. 


•Liquid sludge. 


•Under construe tlon, 
•Under construe tlon* 














INVENTORY OF MUNICIPAL WASTE FACILITIES 


COM MUM n; SEWER 
OR 

> AMTARY ni STRICT 
INSTITUTION^ 


SAIHT JOSEPH [Buchanen 

♦ SAm tours saint Loula 

S. L. K. S. D«« 

SAUH Dent 

SALISBU 3 T Charlton 

SAHTE Pfi BILLS Jaelaon 

SAHCOXIE Jasper 

SAVANNAH Andrev 

SCOTT cm Scott 

SEOALIA Pjttla 

North 

, pattla 

Plant # 2 

pALIA p,m, 

last 

8EUA SUBDIVISION |1 Jeflerson 
SaXA SUBDIVISION §Z Jefferson 
Ounklln 


* $km Lours 

S. L. K. Sa Da« 

CkWi 

SALISBUHT 
SAHTE re HILLS 
SARCOXfE 
SAVANNAH 

SCOTT cm 

SEDALIA 

North 

SEDALTA 
Plant # 2 
SEDALIA 
Test 


SCNATH 

SETKXm 

fiUELBlNA 

SHELDON 

SHRJtfSBURT 

SUESTON 

SKIDIORE 

SLATER 

SNIIHVJLLE 


Tata ter 

Shelby 

Vernon 

Saint Loais 

Scott 

Nodaway 

Saline 

Clay 


SHI-A-BAS (H.e.) 


SPRlNOflgLO 
Northwest Plant 
mxmflZLb 
Soathweat Plant 
STANBEaRr 

STEELE 

STEBtVILLE 

STOCKTON 

STOTER 
f'Uni l I 


Creen 

Gantry 

PeaUoott 

Crawford 

Cedar 

Norgan 


STATE 

YHAK 


MISSOURI 


ES^II 


I960 

PopulaciDH 



5 ^ 

Des'd 

I^,r 

Estimated 

Pcpulatian 

Served 

h O 

« W J 

5; u“- 
« 5 >• 

mOt ^ i-J Q 

Average 

DjilvFlow 

mod 


>:g > < o 

P,E. 


TREATMENT FACII.U Jrs 

TRIiATMENT 


h" < Q (looo’s) 

' 5 6 7 


79,673 58,900 x 15»00B 

750,000 750,000 SC x 

3,870 2,800 S % 


1,787 

1,200 

1,056 

2,455 

1,963 

23,874 


2,800 S X 0.150 SliClFtrCpBo 

- “ 3.000 ^ 

1,400 S X 0.270 SoCinFtrCfliDoIiBo 

2.700 » 


(1,000) S 


Mono {thru Kanaas City Snvora) 


1,369 

1,046 

2,067 

434 

4,730 

0,765 

425 

2,767 

1,254 

200 

95,865 


600 S X 0.1B2 Lo 

1.820 - 

2.000 S 0.200 0,250 SaCiPtrCpDo 

2.500 « 

1,800 5 X 0.320 Lo 

3.200 ^ 

7.000 S 1.200 0.950 SoShOaCmFthrClDfhtOo 

11.500 - 

4.000 S 0.400 0.500 ShSoCmFtrCmDfhOo 

4.700 .. 

10,000 S 0,750 1.150 ShCmFtnDfhtCmBa 

11.500 - 

® 5c 0.040 ShClFp 

0.400 .. 

125 S X 0.013 ca 

0.123 . 

1.000 S X 0,250 Lo 

2.500 - 

750 S 0.045 O.lOO ShClPtrCpno 
l.OOO - 

1,800 S X 0.380 ScahCCmAaCmD CCmAaCci^ 

9.700 DohDa 

400 S X 0.080 Lo 

0.800 .. 

(3,370) SC X None (thru Saint Uula Soirorol 

12.000 S 1,000 1.680 BoGaCmAaCoiDfhBo 

16,800 - 

250 S 0.025 0.087 ShClFtrCpBo 
0.650 - 

2,100 S 0.185 0.400 ShSoCiDAmCaiDohHo 
“ ” - 4.000 - 

1.200 3 X 0.200 Lo 

* “ 2,000*ff - 

200 S 0.012B 0.015 CsFs 

0.200 - 

23.000 S 1.200 3.000 ScaiiiCmAaciCmB DonrBo 

30.000 - 

72.000 8 X ShSoOamCojAaCnjDefbtToDo 

“• 164.00 - 

1.200 S X 0.885 ShCinFtfCmOrBo 

8.250 - 

1.500 3 X 0.300 to 

' - 3.000 - 

i'OOOS X 0.800 8hCIPtrCD.BQ» 

8.000 _ 

^50 8 X 0.180 to 

■ ■ - 1.800 - 

^00 6 X 0,080 to 

^ 0,800 - 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

MISSOURI 


WAR 


1962 


USE 

COMNfUMlTY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DKAIN- 

AGE 

BASIN 

1 

WATER- 
' COURSE 
MILEAGE 

DISCHARGE 

TO 

P.E. (BODl 

J 

' 5.2 

1 t ■ — - 

REMARKS 

1 

Sub 

UN- 

TREATED 

WASTE 

DIS- 

CHARGED 

WASTE 


9 

IQ 

mn 

It 

12 

13 

IIS 

15 

I 

SAtHT J 0 SE:Pit 

IMR 

- 

U460 

Uiaaouri River 

144,780 

0 




12 




144-780 

« 


2 

it SAIflT LOUIS 

S, L* d, S, 0»** 

:UM 

IB 

- 

U1,136- 
Ml, 151 

Ulasiaalppl River 

750,000E 

X 

•See end of Inventory for St, Louie 







750,000E 

” 

U.S,D. & St. Louia C.S.D, entries. 

3 

SALCtI 

UM 

- 

Ui67.Q-30-Q 

Spring Creek 

2,GOOS 

1 




19 

“ 

•* 


650E 



4 

SALISBURY 

MH 

“ 

C36-5 

Branch of Puzale Creek 

l,400E 

7 




13 


“ 


300E 

- 


S 

SAHTE JPE HILLS 

UR 

- 


Blue River 






12 


- 



_ 


6 

SARCOXIE 

SM 

- 

G{N)13U36 

Center Creek 

600E 

7 




4 


-34 


BOB 



T 

SA7AMNAI1 

UR 

- 

U472-14 

UiUon Creek 

2,000 

7 




12 

“ 

- 


300 

- 


B 

SCOTT CITY 

UU 

- 

U1,030*-5E 

Diversion Ditch to 

l,800E 

7 




22 

** 

- 

Wtsslsslopl River 

lOOB 



9 

SSDALIA 

UR 

- 

U202.2-29 

Sewer Branch 

00,000 

1 



Worth 

12 

- 

-34-4 


8.000 



10 

SCDAUTA 

UR 

- 

U202.2-64 

Breakfact Branch 

3,000 

1 



Plant # 

12 

- 

-10-2.8 


500 



!1 

SEDALIA 

UR 

- 

U202.2-29 

Oruohy Creek 

lOgOOOG 

1 



ffeat 

12 

- 

-40-3 


l.OOOS 

- 


11 

BBLUA SUBDIVISION n 

UU 

- 

X 

UlaeUslppi River 

X 

7 




22 

- 

- 


X 

- 


13 

8ELUA SUDDIVrsrON ^ 

;uu 

- 

X 

Uiasiasippi River 

X 

X 








X 



14 

SEWATH 

ISU 

- 

SU670-170B 

Drainage ditch 

IrOOOB 

7 



1 

: ^ 

- 

- 


lOOB 

- 


If 

SEYMOUR 

6U 

- 

W550-56-50 

Finley Creek 

X 

7 



1 

5 

- 

- 


X 

- 


1(5 

BILELBIWA 

UU 

- 

S87-4-8 

Branch of Clear Creek 

9,000 

7 



1 

12 

*- 

- 


200 

- 


IT 

SIIELOOH 

UR 


0253. 9*' 52 

Clear Creek 

40oe 

7 




14 

- 

- 


40E 

- 


13 

SHREHSOURY 

UU 



Ulseisaippl River | 

_ 





18 

- 

- 


- 

- 


19 

SIKESrOH 

SU 


SU895-40G 

Drainage ditch 

12,oooe: 

7 




6 

" 



1 ,200E 

- i 


20 

SKIDMORE 

MR 

- 

U40O.9-49 

Creek to Nodaway River 

250 

5 




12 

*- 

- 


50 

- 


1] 

SLATER 

UR 


U238-10 

Bear Creek 

2,100 

7 




12 

- 

- 


200 

- 


12 

SUITHVILLE 

UR 


U402.5-27 

Little Platte River 

1,200& 

7 




12 

- 

-8B 


120E 

- 


23 

SNI-A-OAR (R.E.) 

UR 

- 

U369.7-11.5 

Creek to 

200 

7 




12 

- 

- 5 . 2-1 

Round Grove Creek 

20 

- 


24 

SPRINOFIELD 

HR 

_ 

0233.3~45 

Dry Sac Fork to 

23,OOOC 

7 



northwest Plant 

14 

- 

-55 

Little Sac River 

2.300E 

- 


23 

SPRINOE'JELD 

SU 

-> 

ff550-Q0-l6 1 

Wilson Creak 

72,OOOE 

7 



Southwest Plant 

5 

- 

- 


7.200B 

- 


26 

8TANBERRY 

UR 


0147-5 

Wild cat creek 

1,2008 

7 




13 

- 

- 


120E 

- 


27 

STEELE 

8U 

-p 

8U835E-X-X 

Drainage ditch 

1,500E 

7 

1 



6 

- 

- 


150E 

- 


23 

fiTEELVILLB 

UU 

_ 

UI32-6B 

Branch of Uerameo River 

1,OOOE 

7 

•Primary clarifier is a Splrageater. 



19 

- 

- 


lOOE 

- 


29 

STOCKTOM 

UR 


0235.3-38 

Stockton Branch 

750E 

7 




14 


-2.5 


75E 

- 


30 

STOVER 

UR 


U202-62-20 

Gabriel Creek to Lamlne 

4001 

1 7 



Plant f L 

12 

- 

- 

River to Uiaaouri River 

408 

- 



129 











INVENTORY OF MUNICIPAL WASTE FACILITIES 


USE 

SO 

<QOMMUNlTY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN. 

AGE 

BASIN 

WATER. 

COURSE 

MILEAGE 

m 

Min 

Suh. 


9 

m 

m\ 

U 

t 

STOVER 

MR 

- 

U202-62-20 


Plant # 2 

12 

- 

- 

1 

BTUROEOH 

UU 

- 

361-32-9-8 


Kor the a at 

12 

•* 

- 

5 

STUROEOW 

UM 

- 

861-32-9-10 


Southeast 

12 

- 

- 

4 

STURQEOtf 

UM 

. 

861-32-9-11 


; Southeast 

12 

- 



i aUOAR CREEK 

MR 

• 




12 


- 

6 

SULLIVAM 

UM 


862-47-10 


Plant # 1 

19 


-8£ 

7 

stiuim 

UM 

- 

M62-47-10 


Plant # 2 

19 

- 

-9B 

1 

SULLIVAN 

UM 


M62-47-10 


Plant # 3 

19 


-9E 

9 

SIEBT SPRINOS 

MR 


U202. 2-9-3 



12 

- 

-31-0*5 

10 

WRKIO 

MR 


K523* 5-20-2 



12 

-- 

- 

11 

THATER 

8M 


X . 



5 

- 

- 

13 

TIPIOS i 1 

MR 

- 

Ml57,5-39 



12 

- 

- 

n 

TXPION # 2 

MR 

- 

U130-34- 



12 

- 

54-2 

14 

TRBKTOH f 1 

MR 


Q64-20-12E 



13 

- 

- 

15 

TREWrON f 2 

MR 

... 

Q64-25-3B 



13 

- 

- 

L6 

TROT 

UK 

- 

C26-2 



12 

• 

- 

17 

UNXorr 

UM 

- 

M62-10 



19 

“ 

- 

11 

UNfONVILLB 

MR 


Cl48-a-R20 


north PUnt 

13 

- 

-5 

19 

UNIONVILLE 

MR 


0148-8 


South Plant 

13 

- 

-L20-5 

30 

VAHDALIA 

UM 


827-30 



12 

- 

- 

11 

VERSAILLES 

MR 


M137.9-34. 



12 

“ 

-41-18 

21 

MALKSR'S SUGDtViarON 

m 


M369*7-26 



IS 

- 

-1*7-1*5-*^ 

15 

VARREK3BUR0 

MR 

.. 

H202. 2-9.3 


East Plant 

IS 

- 

-81-5-2 

24 

ffARHENSBima 

MF 


M202.2-9.3 


fast Plant 

IS 


-88-4-1 

» 

lARRE^mm 

Ul 


012-28 



IS 

- 

- 

16 

lARSAff 

MR 


0173*3 



11 

- 

- 

n 

lASHCNQTOH 

MI 


M66.8 



IS 

- 

- 

19 

VAVBRtT 

Ml 


M297.2 



11 

- 

- ■ 

19 

TATMESVILLK 

\u 


0141-5-3 



\u 


- 

W 

i£B8 OXTT 

i! 

- 

0(M)l3l-3^ 



i 

IB 

-7 


STATE 

1 YEAR 


KXSSOURX 


WOR 10 of 16 


P E. (nOD> 


I 


DISCHARGE 

TO 

U 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


Gabriel Creek to laiolne 
River to Uissouri River 
Sailng Creek 

Saling Creek 

Sating Creek 


300E 

30E 

270B 

200B 

20B 

120E 

lOE 




REMARKS 


•Under eonatruotlon. 
•Under oonatruoilon, 
•Under oonstruotlon. 


Sugar Creek 
Sranch of Spring Creek 
Branch of Spring Creek 
Branch of Spring Creek 
David Creek 


Tarkia Creek 
Spring River 
Branch of Moniteau Creek 
Branch of Moreau Creek 
Thompson Elver 
Branch of thompaon River 
Calvre River 
Bourbeuoe River 
Branch of 

Worth Rlaokblrd Creek 
Branch of 

South Blackbird Creek 
Spencer Creek 


Straight Fork of 
Worth Moreau River 
Creek to Dykes Branch 

Branch of Bear Creek 

Creek to Post Oak Greek 

Branch of Big Creek 

Lake of the Osarks 
fOseffe River) 

Missouri River 

Missouri River 

Roubldoui Creek to 
Oasoonade River 
Branch of Center Creek 


lj230E 

120& 

910E 

90B 

1,540E 

155S 

1*320 

100 

l*8O0E 

ISOS 

1*6005 

160B 

710E 

70E 

BOOB 

aoE 

15»0C>DE 

3.700E 

l*700E 

170B 

t»600£ 

t60E 

4*000B 

400B 

300 

75 

1*500 

700 

2,500B 

250E 

1,500E 

30aB 

580 

70 

4*600S 

600B 

4r200E 

550B 

1,0OOB 

350B 

1,300E 

130E 

e*OOOE 

e.oooc 

6O0E 

600& 


2,200E 

300B 

5,OOOE 

5.000B 


7 

7 

7 

7 

7 

7 

7 

7 

1 

7 

7 

7 

5 

7 

7 

7 

7 

7 

0 

0 

7 

0 


•Liquid sludge* 
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mmnii 











■■■ 

DesM 

TREATMENT FACILITIES 


COMMUNITY SFWfiR 
OR 

SANITARY DISTRICT 
INSTITUTION 




- 

5 ^ 

For 


■■ 

COUNTY 

I960 

Popuhtion 

Estimated 

Population 

Served 

li 

> 

- O 

Sci 

m 

IBSa 

^ TREATMENT 

IINE 

NO. 





* u) n 

P.E; 

(icon’s) 








* > < c 

<03 




iwmmBmm 

3 

4 

5 

6 

7 



fECLSVILLB 

Montgomery 

1,523 

1,300 

S 

O.IOOE 

0.214 

Lo 

1 ' 



- 

- 

** 

- 

2. 140 

- 


fEMTZVILtE 

Saint Charles 

2,742 

920 

s 

X 

O.IOG 

ShClFtrCpBo 

1 

Plant 4 1 


- 


- 

- 

la 000 

a. 


WEHTZVfLLE 

Saint Charles 

.. 

1,600 

s 

X 

0.192 

Lo 

3 

Plant 4 2 


- 

- 

- 

- 

1.920 



iESTOJI 

Platt 

i,05' 

ooc 

8 

X 

0.18( 

Lo 

4 



- 

- 

- 

- 

l.BOC 

- 


WEST PLAINS 

Howell 

5,836 

4,000 

3 

0,450 

0.400 

ShCffiFtrCmDopBo 

3 



- 

- 

- 

- 

4.000 

_ 


IHEATOM 

Barry 

341 

300 

3 

X 

0.104 

Lo 

6 



- 

- 

- 

» 

X.040 



WiLLCf SPRINGS 

HovelL 

1,913 

1,700 

S 

X 

0,140 

ShCiFtrCpBo 

7 



- 

- 

- 

- 

1.800 



WINDSOR 

Southeast Plant 

Henry 

2,714 

600 

3 

X 

0.090 

0.900 

ShCirtrCpBo 

S 

WINDSOR 

Southwest Plant 

Henry 

- 

2,000 

S 

0.190 

0.200 

2,000 

ShClPtrClBo 

9 

WRNALL GARDENS 

Jackaon 

420 

300 

3 

X 

X 

CeFs 

IQ 

WRIGHT cm 


* 

- 

a. 

a. 

0.310 



Warren 

738 

675 

3 

0.040 

0.060 

ShClPtrCpBo 

U 




- 

- 

- 

0.750 

.. 


L. U. S. D« 

* Affton Area 

Saint Loula 

X 

5,000 

S 

X 

X 

ShCiFtrCpBo 

11 

S, L, U, S. D, 

Arbor Terrae# 

Saint Louis 

1,225 

1,200 

c 

X 


None 

1) 

Sa L. U. So D. 
Aahvell Place SuM. 

Saint Louis 

100 

100 

s 

X 

X 

CsFs 

|{ 

S. L. U. 3. D. 
Atrabar Terraoa Suhl 

Saint Louis 

525 

370 

3 

X 

- 

Nona 

13 

S. L. U, S. D. 

Bella Villa Area 

Saint Louis 

779 

800 

8 

X 

- 

Hone 

US 

s. U, S. Da 

BeUerlve 

Saint Louis 

314 

315 

8 

X 

- 

Nona 

V 

S. La Ua S« D. 

Bel Nor 

Saint Louis 

2,368 

2,390 

3 

X 

- 

Nona 

IS 

B. La Ua S. Da 

Belvalre Pl» Subd. 

Saint Louis 

3U 

315 

S 

X 

X 

ClFa 

19 

8a L. U. Oa Da 

RerkaUv 

Saint Louis 

18,676 

16,800 

X 

X 

X . 

X 

CnDoBa 

10 

3a L. Ha S« Da 
Berkeley 

Saint Louis 

- 

1,000 

S 

X 

X 

Nona 

11 

Sa La Va 3« D. 

Beverlv HllU 

Saint Louis 

849 

800 

X 

X 


Nona 

71 

8. La Wa Sa Da 

Brentwood 

Saint Loula 

12,250 

12,250 

s 

X 


Nona 

1) 

6* L« W« G« Da 

Saint Louis 

60 


*** 

*• 

“* 



RrldGreoort 

60 

X 

X 

X 

Cs 

34 

S* L« Ifa Ga Da 
Bridireton 

Saint Louis 

7,820 

1,930 

3 

X 

X 

Nona 

13 

8. L. ICa Ga Da 
Rrldweton Terreoo 

Saint Louis 

625 

625 

3 

X 

X 

Shot 

16 

S. La tfa Sa D. 
Urownlelwh Subd. 

Saint Louis 

900 

900 I 

3 

X 

X 

Nona 

17 

S. La W. 8. Da 

BuJer Park 

Saint Louis 

400 

(500) 

3 

X 

a. 

Sea Woodson Terraoa 

13 

8a La Ua Sa Da 

Saint Louis 

75 

75 



- 



Cardinal HiUg Subd* 

i 

X 

X' 

CsFs 

» 

8a La Ha Sa D* 

Cara onv tile 

Saint Louis 

4,500 

5,000 

3 

144 

X 

% 

' X 

Nona 

ya 


Ui 







INVENTORY OF MUNICIPAL WASTE FACIUTIES 


STATK 

YHAR 

MISSOURI 

1962 



lELLSVILLt: I 

1 

lENTZVILLE I 

Plant I 1 

IBMTZVILLG U 

Plant 9 2 1 

i tESTOM i 

] 

iESTPLA[K9 I 

t 

tKEATOH £ 

] 

fILLOV 3PRIKQS { 

I 

VINI^SOR I 

Soutlieasb Plant 
ilINOSOa \ 

Souttiveab Plant ! 

TORNALL GARDENS I 

1 

IRMHT cm 1 

» S. L. H. 8. 0. I 

;4 Afiton Aran 

B. L, E. S. D, 

Arbor Terrace 

a. t.. u. a. D. 

Ashvell PUoe Subd* 

S. L. U. S. D. 

Atiator Terraoe Subd 

S. L, IC« S, D. 

Bella Villa Area 

e* L, «, D. 

Bel Lerive 

IS fi. L. U, 8. D. 

891 Ifor 

19 3. L. U* B. D. 

Re] rat re PU S\ibd. 

>9 3. i. U. B* D« 

Berlceley 

n i s. L. ir^ 3. D. 

Berkeley 

n s. It. It. 3. D. 

Reverlv lUlla 

S. U tf. S. 

Rrantwood 

3. L. It. S. D* 
BrtdPfloort 
31 B. t». U. S* Df 
Bridsetoti 

26 S« L, II. tS. D. 

Brlpeton Torraoe 

17 I 8, L« II, 8. D. 

erovnlai«(h Subd. 

29 3, It. 11. 3t B» 

Budor Park 

^ 8, L. H. 3. D. 

Cardinal Hills Subd. 
39 3«Xi«ll, 8. D'. 
Caraonvil la 


M95t5-34 

P23 

Ml, 220-21 
-4-4E 

M4H.8-2E 

W 264 ,a -72 

-56 


tf264.a-72- 

3.6 

0175.6-3- 

13-8-11 

0175.6-3- 

13-8-10 

U363.7-26- 

U7-U5-.8 

P36 

Ill»l36-l-x 

ttl,l49-x 

Wl,136-x 

Ml,l5l.5 

Ml, 136-1-1 

Ml. 151. 5 

Ml, 151. 5 

11R7-11-3 

MR7-15.B-1 

U1,15U5 

Ml,l49-x 

m,l36-7E 

-2G 

UR7-17 

MR7-5E 

MR7-17-5 

141,151.5 

Ml,l36-l-x 
- 1I1,151.? 


Coal Branch of 
Mttle L* Outre Creek 
Peruqua Creek 

Branch of Cuivro Crook 

Bear Greek 

Town Creek 

Indian Creek to 
Rlk Creek 

Eleven Point River 

Branch of 
Rest Tebo Creek 

East Tebo Creek 
Creek to Dykes Branch 
Poruque Creek 

Branch of Qravola Creek 

Harlem Creek to 
Mlfjfitftftlnnl River 

Branch to 
River Dee Peres 

Uisaisalppl River 

Oravois Creek 

Uiaalesippi River 

Miaaiaslppl River 

Creek to Coldwater Creek 

Effluent and bypass to 
Coldwater Creek 

Ulsalsalppi River 

Harlem Creek to 
M1flslfl?^lnnl River 

Deer Creek to River Des 
Peres to Mlealsslppi R. 

Coldwater Creek 

Creek to Coldwater Creek 
to Mtsflonri River 
Coldwater Creek 

Misfllflslppl River 

Coldwater Creek to 
Mlsgourl River 
c Qravola Creek 

Mlsalsslppl River 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 




5J 


LI 




COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


|DRAiN< 

AGE 

BASIN 


Misfiouia 


WATER- 

COURSE 

MILEAGE 


IQ 

si u X. S, D. [ui 

Cl IV to Cl 18 

S. L. JK. 3. D, UU 

Lands Subd* 18 

C. L, If. 3. D. UUl 

t&Vjrr ftidw Subd. I81 

S, L* 3, D. UU 

|Cr«3eocit Aares Subd« 

S, L. U. 3. D. 

Crava Cc]frur 

S. L. II, 8. 8, 

Lake Park 
S* L. U. S. D. 
jOj rtt s 

S. L. U. S. D* 

Ces Pares 

S. L. k. 3, D. 

S. River View Gdna. 

“ l.» H. B. ®. 

jCda^indsaR 
8« t« V, 8. D. 

8 . Lr« M. S. D. 

Pair Aorea 9 6 Subd. 

S* L. K. S. D. 

Per^uson 
3. L. K. 3. t), 
Florissant 

j8« L* lit &• D. 

Forest Hllla* 

S. L* ki, S. D. 

Qlendate 
te. L. K. a, D. 

Nlen Coho Park 

3 . L. U. S. D* 
Raedfallov Terraoe 

3. L. K. S. D. 
[Grantvood YilLage 
8 . L. U. 8. D. 

Oreen Pk. HlIU Subd 

3. t>r S. D, 
Kanlev-Page Area 
13 8. L« U. S. S, 

Heeese Hill and** 

n 6. L. M. 8* D. 

i HuatleUh 

K S. H. 3« 

Jenninea 

31 3. L. H, 8« D* 

Klrkeood* 

'js* -li* U« S'. D« 
Klrkvood* 


DISCHARGE 

TO 


12 


IT 


8. L. k. a* D. 

La Due 

B. L* H. B. D. 

La Due Area 

B« L* k. 8. 0. 

Lake She r rood Subd, 

S* L, M. 
t« Hay 


18 

UH 

IB 
UU 
18 
UH 
10 
UM 
IB 

Uk 

le 

Imr' 

IB 

Uk 

18 

UU 

IBl 

UU 

L8 

|UR 

IB 

iuk 

18 

UU 

IB 

|uu 

IB 

UU 

18 

|UU 

18 

Uk 

18 

UH 
18 
uu! 
18 
UU' 
IB 
UH 
18 
UU 
18 
UU 
19 

UU 
181 
UH 


Ul,l36-7E Deer Creek to River Des 

-IE pares to klasleslppl R, 

HI » 171-2-1 katkina Creek to 
Mlsatsfltonl River 

Watkins Creek to 
WT«<nlfts!T>nl River 

Ul5b-l-6 Branch of Uravois Creek 

kl,l36-7B Doer Creek to River Des 

lOG Peres to Ulsalsslppl R* 

H1,136-7E Deer Creek to River Dea 

Peres to Mississippi R« 

iMlsslaalppt River 

Hl,l36-x |Deor Creek to River Dea 
Perea to Hlselaslppl R* 

UI, 131.3 UiaaisBippl River 

luR7-l5.8-2 Creek to Coldvater Creek 

kl,l36-x University City Branch of 
River Dea Peres to»* 

|mi, 176-6B Watkins Creek to 

Misaicalnol River 

HUI51.5 luiBslsalppl River 
|U7-12 Coldwater Creek 

1«1, 151,3 luiaslsslppi River 

|U1^136-7B IklsaUalppl River 

|ui,l3&-x 

kltl50-x 

|kl,l36-x loravois Creek 

kl,l36-l-4ElGravol8 Creek 

iiaaisslppi River 


YEAR 


1962 


PAGE US of 16 


P.E. (BOD) 


UN- ^ 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


13 


Jranoh of River Des Perea 
|to Mlaalaalppi River 

Baden Creek to 

River 


kl,l36-x Branch of River Dea Peres 
to Hlsslsalppi River 

Ml,l36“7E-xjDeer Creek to River Dea |x 


l/WW \f4 ww -.-w . - 

Peres to Hlsaleslppl R. 
|kl, 151*5 Mlssiaslppl River 

|ui|l36-l“7E Branch of Qravolo Creek 

Ml,l23-20B Sugar Creek to Grand 
.X nielae to Mereaeo River 

m,l36-7E-x Deer Creek to 
River Dob Perea 


|ui,l36-7E-x 

Hl|l36-x 

|U1«136 -x 


beer Creek to 

iRiver Des Perea 

, Branch to River Des Peres 

to Hlaalaalppl River 

Branch of Oravols Creek 


500 

210 

llO 

35 


remarks 


•Unincorporated Area. 
••Hlsalflslnol River. 


•Terraoe Bubdlvlslon. 


eyiev Subdivision. 


•Lefflngaell Plant* 
•Sugar Creek Plant* 




INVENTORY 


OF MUNICIPAL WASTE FACILITIES 

^TATE ~ 


j'.- ; 

[m’I 

i ' 


OR 

t^lTARY DISTRI 
[NSTITUTIO^^ 


S. L, «. S* D, 
le Wav Gardens Sul 
S. L. H. S* D. 
I.invlaw Drive 

S. U lt« S. fi, 
Uaulevood 

S, L. U. S. 

Marvona Village 

S* L. M. S. D. 
Waria Creek* 

L* U» S« D« 

Hehvllle Area 

S» L« U, 3, 2)^ 
Melrose 

S ■ Li 4 U* 3 • D* 
Wenterey Weadosa^ 

U II. S« D, 

Wontloello 

S- U If. S, D. 

. Mormandv 
S, L« U. S. D. 
fforthdsle^ 

S. L. «, S, D. 
Morthaate Fatates’^ 

а. L. li. S. D. 
Northeaid Eatatea^* 
S. L. H* S, D. 

Worih Saitoh Acres 

8# L.. M« 3. D* 
Morthvooda 

8. L. M, S. D« 

Oakland 

S* L. S. 0* 

Old. Deer Greek 8* D 
S. L. il, 3. 0* 

Old MoKnUht 3. D, 

S. L. M. 8. I}. 

Old S» D. j? I 

б. L. a. 8. 

Old S, D. # 3 

a* u u. s. D, 
ow a, D. Jf 5 

L. il. S. 0» 
Olivette 

8. L. II. S. D. 

Overland 

3* U V. 3. D. 

Parker Estate a Subd. 
8. L. H, S, D. 
Paeadens Hills 
B, U 8, 0, 

Pasadena Park 

8- 2.. If * 8. D. 

Pine- La vn 

3. . U 8. 0. 

Point. Rreese Subd. 

3.. L, Mi 8. D. 
Plohnond Heights 
s, L. Jf^ a. D. 

Rose Gardens Subd. 


Iyear 


MISSOURI 




COUNIT 

2 

19(50 

Population 

Estimated 

Population 

Served 

4 

5 ^ 

1 - o 

lilis 




1 

1 

■ 

c 

treatment 

aHWB 


Saint Louis 

30C 

300 

3 X 

i 

X 

8 

ShCiOo 

— 


“ 

•* 


X 



Saint Louis 

300 

300 

S X 


None 


Saint Louis 

12t555 

18,550 

CS X 


Nona 


' Saint Louis 

320 

320 

3 X 


Mono 


Saint Louis 

3,000 

3,000 

:s X 


Hone 


Saint Louis 

2tOOO 

• 1,500 > 

X 

X 

Cs 



- 






Saint Louis 

20 

6,000 £ 

C X 


None 


Saint Louis 

240 

120 £ 

X 

X 

ShAaAnAeCp 


Saint Leuia 

159 

160 C 

3 X 

X 

None 


Saint Louis 

4,452 

4,450 S 

X 


Mono 

( 

Saint Louis 

150 

150 X 

X 

X 

CsFs 

1 


" 

* 


X 



Saint Louis 

ISO 

100 s 

0,018 


ShAtooGp 

1 

Saint Louis 

- 

500 S 

0.050 

wM 

ShAtnsCp 

, 

Saint Louis 

200 

200 3 

0.014B 


ShAaeCpLp 

. 

Saint Louis 

4,701 

1,500 X 

X 


None 

. 

Saint Louis 

1,552 

1,000 SI 

S X 

^■i 

SoCDtAaCoDcBo 

Li 

Saint Louis 

- 

6,000 3 

X 


None 


Saint Louis 

- 

1,500 SC 


■ 

None 

u 

Saint Louis 

- 

600 X 

M 

■ 

None 


Salat Louis 

- 

1,800 3 

wU 

■ 

None 

li. 

Saint Louis 



B 






320 S 

mm 


None 

h 

Salat Louis 

8,257 

8,255 X 

X 

* 

None 

11 

Saint Louis 

22,763 

(22,765) X 

X 


See Saint Johns 

2} 

Saint Louis 

4fl 


- 

- 

Overland S. D. 



%\M 

40 8 

X 

X 

ShAaAoCpFs 

U 

Saint Louis 

1,315 

1,300 C 

X ' 

X 

None 

li 

Saint Louis 

660 

680 3 

X 


1 

None 

U 

Saint Louis 

5,943 

5,900 SC 

X 

_ 

None 

IT 

Saint Louis 

150 

150 3 

X 

X 

Cs ; 

J4 


- 

* . 





Saint Louis 

19,623 

i4,eoo cs 

X 


None 

2^ 

Salat Z. 0 U is 

600 

400 3 

X 

X 

ScGinAaCiaDoX 



w" ' -L- 



X 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


MISSOUSI 


u 

j COMMUNITY, SEWER 
OR 

S,^N[TARY DISTRICT 
INSTITUTION 

9 

iii 

WATER- 

COURSE 

MILEAGE 

u 

DISCHARGE 

TO 

12 

PE. <BOD> 



(EE 

UN- 

TREATED 

WASTE 

du 

..li 

DIS- 

CHARGED 

WASTE 

IT 

ni 

! 

L. U. S. D. 

M 

B 

81,136-1-3 

Uravols Creek 

X 

n 


U Wav Oardena Subd. 

18 

- 

- 


X 


* 

S. L. a. S. D. 

uu 

- 

1II,156-1-7E 

Branch of Gravola Creek 

X 

0 


Llnvlew Drive 

18 

- 

- 


X 


i 

S. L. S. Do 

m 

- 

Ul,l36<7E 

Deer Creek to River Des 

X 

0 


Haolevood 

18 


- 

Perea to Ulsalaslppl R. 

X 



&, L. U, S. Do 

m 


Ul, 151.5 

Uieslaalppl River 

X 

El 


Harvona Village 

IB 

- 

- 


X 


1 

a. Lo U. So Do 

m 

- 

X 

Uifistaalppl River 

X 

0 


ilarla Creek’^ 

18 

- 

- 


X 


i 

So C». Mo S, Do 

m 


UI,136 

Uravoia Creek 

X 

4 


Wehvilln Area 

IS 

*• 

- 


X 



S. L. U, S. D. 

uu 


Ml, 131.3 

Hlsslaeippi River 

X 

0 


Kalroaa 

18 

- 

- 


X 


* 

'So bo Mo S, Do 

uu 

- 

Ul,l36-x 

Oravoia Creek 

X 

4 


ifdnterev Meadows’^ 

18 

- 

- 


X 


\ 

So L* M* So Do 

uu 


X 

X 

X 

0 


lenttcetlo 

18 

- 

- 


X 


A 

S. L, y. S. D. 

uu 


Ml, 131.5 

Uiaeisalppi River 

X 

0 


Woraaniv 

18 

- 

- 


X 


U 

5 . L. tf. 8. D. 

UU 

- 

X 

Sink hole to 

X 

4 


korthdala* 

12 

- 

- 

Ulssleslppl River 

X 

- 


S. li. U. S, I>. 

UU 

- 

U1,176E-5E 

Watklna Creek to 

X 

X 


^orihtrate Estatea^ 

18 

- 

- 

UisslaalnDl River 

X 



S. L, U. S. I>. 

UU 


U1,1768-3B 

fatklna Creek 

X 

X 


NertSs'ete Estatea*^ 

m 


- 


X 


'A 

So L, Uo S. D. 

UU 

- 

Ml*l76E-7E 

MfatKlna Creek to 

X 

X 


Harth Ranch Acres 

18 

- 

-.0o2E 

MinniaatoDl River 

X 


3 

So L« ko So Do 

UU 


Ul,l50-x 

Baden Creek to 

X 

0 


Ho r threads 

IB 

- 

- 

Mlsalssinnl River 

X 



So Lo ko S. Do 

UU 

. 

UU136-X 

Oravols Creek 

X 

4 


Oakland 

m 

- 

- 


X 



So Lo Uo 84 Do 

UU 

- 

Kl,L36-7E-x 

Doer Creek to 

X 

0 



18 

- 

- 

River Doa Poree 

X 


i 

8 . L. H. S. 0. 

UU 


Ul,136-x 

Deer Creek to River Des 

X 

0 


Old KoKnlcht So D. 

18 

- 

- 

Perea f.o Mlasisatppi R« 

X 


i 

3. L, Uo 3. Do 

UU 


X 

Uiaaioslppl River 

X 

X 


Old 3, D. # 1 

18 

- 



X 


» 

S. t.« H. a. D. 

UU 

- 


Ulaslsalppl River 

X 

X 


Old S. Do ijf 3 



!- 


X 

» 

!3 

So L, Uo So Do 

n 

•_ 

X 

Ulsslaalppl River 

X 

X 


Old S, Do O* 5 

Et 


- 


X 

- 

!I 

3« Lo ko Bo Do 

w 


X 

University City Branch 

X 

0 


Dltvette 

18 

“ 

- 

nnd Deer Creek 

X 

- 

3 

S. L. V, fl. D. 

UR 



Coldvater Creek 


i. 


Overland 

12 

- 



- 

- 

i 

L* H»S* Do 

UR 


UR7~x 

Creek to Coldvater Creek 


4 


Parher Estate a Subd. 

12 

- 

- 



- 

1 

S, L. a. 8 . D, 

UU 


UM50-X 

Baden Creek to 

j 

3 


Pasadena Hi Us 

18 

- 

- 

Mieslssinol River 


- 

S 

8 . U. U. 8 . D. 

UU 

^ ' 

Ulpl50-x 

Baden Creek to 

( 

3 


Pasadena Park 

18 

- 

- 

Mlsalaalnnl River 


- 

J 

So Lo Ko So Do 

UU 


Ultl49"X 

Rarlen Creek to 

I 

0 


Pine Lawn 

18 


- 

UUsUslppl River 


- 

1 

So Lt Ko 8 t Do 

UU 


Kl,l 36 -x 

Branch of Oravols Creek 


t 


Pelnt Rreese Subd. 

18 

- 




- 

1 

8 . L. U. 8 , D. 

UU 


X 

KlsslaslppL River 


c 


Hlchnond Kelehta 

18 


- 




J 

Lo Kt-3o D, 


B 

Hl,l36-1-.5E 

Sink hole to 

i 

1 


Rosa Oardena SuM. 

I 

i 

- 

Oravols Creek 

: 



YEAR 


196a PAGE 13 of 16 


REMARKS 


•Old Dlstrlot. 


♦•SuMlvlalon, 


^Unincorporated Area, 
<Eaat SuMlvlalon, 
*t08t SubdtvlBlon, 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 

I STATE 


OR 

SANITARY DISTRICT 
INSTITUTION 


8. L. ir. 8, D, 

« SAlnt Ann 

r. U 1C. e. D< 

Satnfc Ann KUlfi 

S» L. M* 8, D. 

Saint Oeori^s 

3. U M. 3« 0* 

Saint John 

8« L» IC t 3« Dt 

*. Saint John*a» 

&« li. Ut 3. D, 
fiehnarwnn Halqhta 
3» L. S« D. 

South Lackland 8 . D* 
8. U )f« 8. 0. 

8 . ir labstcr Groves 
S, U IC« 8. D, 
Sntnlah Lake 

8« L* )i« 8« 0* 

StaUv Avenue Subd. 
8. L. I. n. 0. 
Sqrfstda Subdivision 

8. U B. D* 

Two MIU 8* D. 

84 L* It* 8* D» 
Unlveralty City 
S* L« X* 8* D* 

Velde VnUfi^e HlUa 

8« L* 8* D* 

VlotorU Park Subd* 

S* L* I. 8. 0. 

Vlnlta Park 

84 U 8. D» 

Vlnlta Tarraoa 
84 Cl* X* 8* D* 

Walton Road Area 

8* L. H. S« D* 
iebater Oroves 
8* L* I*. 84 D« 
WeUaton 

84 1. X4 84 D* 
lUkbaa Park Subd* 

8» L» X4 8* D« 

Wilbur Park 
84 L* K* 8* D« 

A. Woodson Terrace 

8 * L« Ct 8* D* 

Anole HtU Subd* 

8* U C« 84 0* 
Aeeuaotlon Subd# 

8 « L* C* 8« 

Ballwin 

8« L* C# 8* D# 
Barrlnwton EeUtea 
8. L« C, 8« D. 
Bonflla Sewer Co» 

84 L* 0. 8. D* 
Cheeter Lane Subd, 

8, L^ C^- S, V 

Colony ifood 8^^^' -y 


8alnt Loula 
Saint Loula 
Saint Louis 
Saint Loula 
Saint Loula 
Saint Loula 
Saint Loula 
Saint Louis 
Saint Louis 
Saint Louis 
Saint Louis 
Saint Louis 
Saint Loula 
Saint Louis 
Saint Loula 
Saint Louis 
Saint Loula 
Saint Louis 
Saint Loula 
Saint Louis 
Saint Loula 
Saint Loula 
Saint Loula 
Saint Loula 
Saint Loula 
Saint Louis 
Saint Loula 
Saint Loula 
Saint Loula 
Saint Louis 


I960 

Popuhtion 



5 ^ 

Ocs'd 

For 

Estimaicd 

P 0 

Averaj^e 

Population 

DailyFlow 

Served 

ctf 5 >* 
w i=i 

tis < 0 3 

MGD 
! p.n. 

! (lOOO’s) 


[ 1962 I PAGE 

TREATMENT FACILITIES 


TREATMENT 



SoCffiAnCmDoBo 

See Saint Ann 

See S. L* U* 8* D* 

Affton Area 

Sea Saint John's 
Overland 3. D* 

So Cm AaiCffiOo f opr s t Eo 
None 

See Saint John's 
Overland S, 0, 

ShCmAmCnDorBo 

Nona 

CsFs 

ShAneCp 

Nona 

Nona 

Nona 

C 0 F 0 

Nona 

Nona 

Nona 

Nona 

Nona 

CsPb 

CsFs 

ShCoAnCinDpBQ 

Lo 

ShAmeCp 

(not oneratlnw) 

Nona 

(plant under oonatruotLon ) 
SbAmoCp 

ShSoCo.rthCn 

Lo 

ShAnaCp 


INVENTORY OF MUNICIP AL WASTE FACItiTIES 

STATH ~ 

MISSOURI 

I I P.E. .(ROdJ 


PAGE Of l6 




COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


ft Saint Ann 
S. U M. 3. I)« 
Saint Ann EliUs 

S. Lt H. D, 
Silftt Ceor«o 


Saint John 

S. t.. U. Q« D. ] 

ft Saint John's** 

S. L. H, 6. D, I 

Schueraan Heighta ] 
S. L. U* 3. R. ] 

SoatH LaeVlatid S4 D* I 

S. U S. D, 1 

S, B. Bebster Groves 
® &*L»»Ua 3 BR-« ] 

SoanUh Lake 1 

5 . L. U. S. D. I 

SI a lay Avenue Subd, 

" S, t. *. S, D, 

Surfalde SubdlvLaion 

S. L. U. 8. D. 

Tyq 4Ua S, D. 

8. L. H. 8. D. 

University City 
'* 6. L. H. 8. I>. 

Vitlaise HllU 

3. L. H. e. D, 

VlQigrla Park Subd. 



remarks 


Coldvater Creole 


Coldwater Greek 


14 

3# L« H# S. D. 

UU - M1,136-17B 


Vlnlto Park 

18 - -X 

U 

S'# hi M# 8# D# 

UM - Ml,136-17E 


Vlnlta Terraoe 

10 - -x 

11 

3# L# M. S* D# 

UU - Ml,l3l#5 


Walton Road Area 

18 - - 

Li 

S « Ii« 11# S « D # 

UM - Ml,l36-7B 


fehsler Groves 

18 - -lE 

W 

S# L. M# 8# D- 

UM - «1,136-45B 


Wollston 

IS - -X 

n 

3# L* K# 8# D# 

,UK - M7-U-2 


Wickham Park Subd# 

12 - - 

11 

8# L# It. S# D# 

UU - Ul,I36-2B-x 


|VtHur Park 

18 - - 

a 

8. L# U« 8. D. 

UR UR7-19 


it Voodeon Terrace 

12 - - 

u 

S'# b# C# S # D « 

UR - Ml,l25-20B 


AdoU F3111 Subd. 

13 • - 

It 

8* L, C, 8# D. 

UU - Ul,l23-4B-x 


Aseumotion Subd# 

19 - - 


S# b# C# 8# D» 

UK - ttl,l23-x 


BallwU 

19 - - 

IT 

8# 1#» G# 8# D# 

UH - Ul,l23-x 


Barrington Eatates 

19 - - 

ti 

8 ■ b# 0# 8 • D # 

UR - MR-x 


Ronfftla Sewer Co# 

12 - - 

» 

8- L, C# 8-0# 

UR - MR35B-X 


Cheater Lane- Subd# 

12 - ^ 


|8* Li -0# S • D* 

UR - KU125-X , 


Col ony Woods 

19 - - 


- Branch of Qravols Creek 

- Coldvater Creek 

UR7-18 Coldwater Creek 

MR7-19 Coldwater Creek 

^ Coldwater Creek 

Ul,l36-x River Des Peres to 

MisaiAsInnl River x: 

J1IR7-X Coldwater Creek x 

- x 

U1,136 Branch of River Dea Peres x 

- to Mlsalaslppl River x 

Ml, 176-41, Watkins Creek to x 

MlesUalnoi River x 

Ul,l36-7E-x beer Creek to River Dea x 

- Perea to Mississippi Ri x 

X Mississippi River x 

- X 

Ul,149-x Harlem Creek to x 

- Misslsalnoi River X 

Ml,l36-x Creek to River Dea Peres x 

« to Mississippi River x 

«1,136-17E University City Branch of x 
-X River Des Peres** x 

Ml,136-17E University City Branch of x 
-X River Dea Peres'* x 

Ul,l3U5 Mississippi River x 

« X 

Ml»l36-7B Deer Creek to River Dea 
,.!£ Peres to Mississippi R* 

«1,136-45B University City Branch of x 
-X River Dea Perea* x 

East Branch of 

- Coldwater Creek 

Hl,136-2B-x Branch of Qravols Creek x 

X 

UR7-19 ColdwaterCreofc to * 

- Missouri River * 

MI,125-20B Sugar Creek, Grand Olalse x 

to Merameo River X 

«l,l25-4E-x Mattese Creek Watershed x 
to Merameo River * 

ttl,l25-x Fish Pot Creek to x 

Merameo River X 

Ill,l23-x Creek to Qravols Creek to x 
^ Merameo River x 

MR-x Cow Mire Creek to x 

^ Mlqnctirl River X 

MR33B-X. Creek to Fee Fee Creek to x 
« CTeve Couer Lake to* x 

IH,125rX : i.: Crook to Grand Olalxo to x 
^ Merameo River !* 


26,OOOB 0 
26.nflOE - 


*to lllaslsslppl River# 
*to Mississippi River# 


sto yisslsslppl River# 


*illB8ourl River- 







INVENTORY 


COMM UNITV. SEWER 
OR'^ 

SANITARY DISTRICT 
INSTITUTION 

1 

COUNTY 

2 

I960 

Population 

8* !»• C» S* D-* 

Dov«r Great SuM. 

Saint Louis 

150 

S» If* C« S» D« 
ElUsvlllfl 

Saint Louis 

2,732 

Sa Lt C* &• Da 

EureVa 

Saint Louis 

1,134 

e. L. C« S. D. 

Pavn Ridse Subd. 

Saint Louis 

100 

S a La C-a 8a D * 

Fee. Fee § \ 

Saint Louis 

2,000 

S* La Ca S. Da 

Fee Fee 0 3 

Saint Louis 

450 

S* La Ca 8a 

Fee Fee 3 

Saint Louis 

1,000 

S« La C. S. Da 

Fee Fee § 4 

Saint tiouis 

2,000 

S. La C. S. Da 

Fee Fee 5 

Saint Louis 

2,700 

S- La Ca 8« Da 

Fee Fee n b 

Saint Louis 

500 

S. La Ca Sa D« 

Fee Pee 7 

Saint Louis 

100 

s. U tJ. S, 0. 

Fee Pee f 8 

Saint Louis 

2,650 

Sa La Ca S. Da 

Fee -Fee 4 9 

Saint Louis 

200 

Sa La Ca. S* Da 

Fee Pee # ll 

Saint Louis 

150 

8* L* Ca 8i Da 

Fee Pee \Z 

Saint Louis 

75 

SaL* CaSa Da 

Fee Fee § 14 

Saint Louis 

50 

Sa La Ca S* Da 

Fenton 

Saint Louis 

207 

Sa La Ca Sa Da 
Manchester 

Saint Louis 

2,021 

Sa La C, S. Da 

Uanehestar 

Saint Louis 

- 

S. La C. S* Da 
Mattese Meadowa 

Saint Louis 

15 

Sa La C. S. Da 

Weraneo Hills Subd* 

Saint Louis 

^5 

8* La Oa Sa Da 

Hleaouri Bottoms*^ 

Saint Louis 

1,300 

8 a La Ca S a Da 
Ucntlcro Subd. 

Saint Louis 

40 

Sa Ifa Ca Sa Da 

Plerrmoht Subd a 

Saint Louis 

500 

Sa. L* Ca S • Da 

Rid«;e Creek Subd. 

Saint Louis 

40 

S* La Ca 8 a D* 
Rlveralde Subd» 

Saint Louis 

200 

Sa La C. 8, D, 

Sad dies our Subd, 

Saint Louis 

200 

S* La Ca Sa D, 

Saint Catherine^ 

Saint Louis 

30 

S a La Ca 8 a Da 

Snanieh Lake Area 

Saint Louis 

6,700 

S* La Ca S, D* 

Sunset Estates Subd. 

8aint Louis 

J. 

100 


OF MUNICIPAL WASTE FACILITIES 



s ^ 
g w S 

Dcs'd 

For 

TREATMENT FACILITtES 

'll 

Estimated 

Avera^t 



Population 

Served 

S o »• 

.s 5 ^ 

Daily Flo 
MGD 

TREATMENT 

Lis:£ 

NO 


w ^ 

P.E. 


4 


(lOOO's) 



150 

S X 

7 

X 

X 

8 

ShAiaasCp 

1 

1,000 

B 

X 

Lo (2) 

1 


“ 

X 



250 

3 X 

X 

Lo 

5 



X 

- 


100 

3 X 

0.017B 

ShAaeCpFs 

'■ 4 

** 

“ 

0.165E 

- 


2,000 

3 X 

X 

SbAmeLo 

4 

- 

“ 

X 

- 


320 

S X 

X 

ShAmAaCp 

6 


“ 

X 

- 


800 

3 X 

X 

ShAmAaCp 

1 

“ 

- 

X 

•a 


2,000 

3 X 

X 

ShAaeCm 

t 


• v 

X 



8,600 S 

X 

X 

ShLo*» 

9 

a. 


X 

(5.3 aares) 


500 

t X 

X 

Lo 

ID 

- 

• 

X 

- 


100 

1 X 

X 

Lo 

II 


■ 

X 

- 


2,6$0 S 

X 

X 

Lo 

11 

- 


X 

_ 


200 1 

X 

X 

Lo 

ll 

" 

- 

X 

a. 


150 S 

t X 

X 

Lo 

11 


. 

X 

- 


75 B 

1 X 

X 

Lo 

11 


- 

X 

- 


50 S 

1 X 

X 

Lo i 

IS 

- 

- 

X 

.. 


300 a 

1 X 

X 

ShClPt 

17 


-* 

X 

(llniitd sludire disposal) 


1,000 s 

X 

X 

Lo 

- IS 

« 

• 

X 

(temporary) 


1,900 S 

X 

0.450 

SgCmFtrCnVv 

ID 

- 

- 

4.500 

(under construotlon) 


15 S 

X 

X 

CaFa 

10 

* 

• 

X 

- 


45 S 

X 

X 

CbPs 

2i 


- 

X 

*• 


1,300 S 

X 

X 

Lo i 

a 

- 


X 

- 


40 3 

X 

X 

ShAmeCp 



*- 

X 



500 3 

X 

X 

Lo 

21 

* -» 


X 

- 


40 S 

X 

X 

ShAmeCp ' 

21 

200 3 

X 

X 

Lo 

20 

“ 

** 

X 

- 


200 3 

X 

X 

ShAmeCp 

27 

■* 

- 

X 



30 S 

0.003 

X 

CoFs 

29 

- 

- ■ 

' X 

- 


5,200 3 

X 

X ' 

CaFs 

29 

*" 

- 

X 

- 


loo s 

X 

X 

X 

ShAmeCp^ 

30 


STATE 

YEAR 


MISSOURI 

1968 
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STATE 

IpSSOURl 


YEAR 


1962 
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SrAVER 

' DISTRICT 

*N”ST[TUT[0N 


DRAIN- 
' AGK 
BASIN 


Ma|. 

LMio 



.. &. 
Crest Subd, 

C. S* D* 

c- S' 0- 

'**•'» Hldee Subd. 

,S* t, 

1^*® Pi 

i!' 


iSub 


10 


pa 


€► S. D* 
a i \ 


m 
19 
DU 
19 

iUU 

19 

|uu 

IB 

lUR 

m 

il2 
I HR 
12 

[hr 

12 

[hr 

12 

\m 

13 

|UR 

12 

I HR 
112 

HR 
12 
Ur 
12 


WATER- 

COURSE 

mileage 


It 


. -• C. S. D. 

['«« r»e f z 

Ip' *" C. 3. D. 
f*« P«a # 3 

* t.. C. S. D. 

j 0 4 

I** C. S. D* 

P«e 0 5 

L, c, s, D. 

Tfle # & 

r-- L. Ca 2. D, 

Te« Pao # 7 

ls« 111 C, S* D* 

F«a Pea ff G 

L, C. S. D. 

Pee Pee # 9 

[a, L* C. S- D. 
jPee Pea # 11 

Is* Ca B-b Da 
Pea Fos | 12 

2a Li* Ca S* D* 

Fee Pee # 14 

Sa- Ia« {S a Ra Da 

Tent on 

S* L-i B« Sa D« 
Venchester 

B-fr Ij« Ba Ba Dt 
feancheater 
jS* La Ca 2a Da 
Uattese Meedeva 

8* lia C-a S* Da 
UereineQ Hills Subd- 

S. La C. Sa Da 
Missouri Bottonis*^ 

S 4 L. Ca 8. Da 
^llontlB^o Subda 

La Ca 8* Da 
fpierriotonb Bubda 

La Ca Sa Da 

Rldsja CreeTt Subd. 

jSa La C» Sa Da 
pL vers Ids Subd a 

;g^ La Ca Sa Da 
gaddlegour Subd. 
ig. La Of Sa Da 
gfllnt Catherine* 

Sa La Ca Sa Da 
g^atiLsh Lake Area 

\S* L-f Of Sa Da 
Igufidet Setatea Subd 


|UR 
12 

HR 
12 

UH 
18 

I DM 

19 

K 

UH 
19 

lOH 
19 
|hr 
12 
m 

19 

iUH 

19 

UR 
12 
vu 

19 
UH' 
19 
|UH 

le 

HR 

luu 

19 


M1,125-4E-x 

«1,125-20E 

-15E 

WU125-35E 

-X 

Ul,125-x 

UR35E-X 

X 

UR35E-X 

WR35E-X 

MR35E-X 

X 

HR35E-X 
WR35E-X 
- lin35E-x 
UR35E-X 
UR33E-X 
UR35E-X 


DISCHARGE 

TO 


RE. (EODI 

1 

UN ~ 

Z 

trea™ 


WASTE 

-SE 

DIS- 


CHARGED 

WASTE 

II 


|UI,125-15E 

U1,IS?-Z0E 


lUatteae Creek to 
Ueraraeo River 
Flflh Pot Creek to 
iMeramea River 
Creek to Herameo River 

mBrameo Drainage Area 


Ipee Pee Creek to 
[wissourl River 

Fee Fee Creek 
nisaourl River 

Fee Fee Creek to 
Missouri River 

Fee Fee Creek to 
Ulfiftourl River 
Ipee Fee Creek to 
Missouri River 
iCreefc to Fee Fee Creek to 
jRlver Crove Couer to* 
Creek to Fee Pee Creek to 
jcreve Couer Lake 
Creek to Fee Fee Creek to 
Oreve Couer Lake to* 

Creek to Fee Fee Creek to 
Crevfl Couer Lake to* 

Creek to Fee Fee Creek to 
Crave Couer Lake to* 
creek to Fee Fee Creek to 
Crave Couer Lake to* 

Creek to Fee Fee Creek to 
Creve Coeur Lake to* 

Creek to Jleraoieo River 


RE, MARKS 



120-? 

|lll,125-4ErX 

Hl,l25-x 
UR35E-X 
lil,125“4E-x 
«l,ia5-x 
MR35E-X 
[Ul,125B 
Ul,125-x 
|ui,lZ5-4E-* 
UR2E 

l#l,125-4E-* 


Grand Glalze Creek to 
Merameo River 
3 rand Qlaize 


jliattese Creek to 
Merameo River 
Creek to Merameo River 

Uuck Pood creek to 
Miaaourl River 
I Maltese Creek tatershed 
to Merameo River 
Grand Glalze Creek to 
Merameo River 
creek to Fee Fee Creek to 
Creve Couer Lake to 
Creek to Merameo River 

I Creek to Grand Glelae to 
Merameo River 
Mattes e Creek to 
jMerameo River 
laink hole to 
Missouri River 
Latteee Creek feterehed 
to Merameo Riv^v 
■ 1 A 1 


l,90OE 

20OE 


<<Meohanlaal asrators- 
«Missourl Rlvere 

♦Missouri River. 
♦Mlsaourl River* 
♦Missouri River. 
♦Missouri River. 
♦Missouri River. 


♦Sever Company* 


♦Missouri River. 


•Leboure Connunlly Syete., 


«Po.er dlaoonoeoted! operatlns aa opa“ 
eopiflo tank. — 
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STATE 

YEAR 


MISSOURI 

1962 
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OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


19^ 

Population 

Estimated 

Population 

Scfvcd 

Type 

SEWER SYSTEM 

AVERAGE 
DAILY FLOW 

Des’d 

For 

TREATMENT FACILITIES 



' m 

NO 

. Averag 
DailyFlo 
. MGD 

c 

TREATMUMT 

i p.E, 

S (lOOO’sl 


3 

4 

IBIU 

7 

8 

“ 

101 

) 100 

S X 

X 

CsFa 

, 1 

1,44C 

200 

3 X 

- 

None 

2 

20 c 

800 

S X 

X 

z 

3 

• 

- 

- 

X 

(under construct Ion) 


3,452 

8,600 

S X 

- 

Non« 

4 

SG 

80 

3 X 

X 

Lo 

i 


- 

- 

X 

-> 


540 

540 

3 0^068 

- 

None 

6 

470 

470 

3 X 

_ 

None 

J 

“ 

- 

- 

- 

* 


200 

0 

0 

$ 0*004 

0.004 

CsFa 

A 

- 

- 

- 

0.200 

- 


X 

X 

B X 

X 

8bAneCp 

9 


• 

" 

X 

•* 


1,700 

2,000 

3 0*250 

0.868 

8 h 0 OaPtrCmDopBo 

IQ 



~ - 

2.000 

- 


260 

860 ! 

1 0.005 

0.005 

CaPs 

II 

• 

- 


0.260 

- 


400 

400 

0.040 

0.040 

Lo 

1) 


- 


0.400 

(no dlsoharge) 


1,200 

1,200 

0.070 

0.800 

ShCpAnCmDpBo 

1) 


* 

" 

2.000 

- 


200 

200 E 

X 

O.lOO 

ShClPtrBo 

' 14 


^ " 


l.OOO 

- 


X 

X e 

X 

X 

8hCl 

It 



- 

X 

(liquid aludgo hauled) 


100 

100 s 

X 

O.OlO 

CsFa 

Id 



- 

O.lOO 



X 

X X 

X 

X 

Lo 

IT 

* 

“ 

- 

X 

- 


X 

X a 

1 X 

0.230 

ShSoClFtrCoDo 

12 


■* 

-> 

2.500 



BOO 

800 S 

X 

0.240 

Lo 

19 


- «. 

- 

2.400 

(under oonstruotlon) 


2,700 

2,700 8 

0.500 

0.500 

ShOlPtrCnBo 

» 


** 

- 

3.000 



250 

250 S 

0.003 

0.003 

CsFa 

11 


• 

- 

0.250 



230 

250 8 

0.004 

0.004 

CsFa 

ll 



- 

0.250 



X 

250 S 

X 

0.035 

Lo 

il 



- 

0.350 

- 


X 

X 8 

X 

X 

ShClFtr 



^ * 

- 

X 



210 

210 X 

X 

X 

Lo 

n 


- 

- 

X 

.. 


X 

X 8 

X 

0.017 

Lo 

16 



- 

0.167 



120 

180 X 

X 

X 

CnD 

IT 




X 

-* 







n 






N 






10 


I 


S, L, C. S. D. 

Tel -Haven Subd. 

S« L. C. S. D. 

Tovn and Country 

B. L« C. S. D« 
llDoar Uattesa* 

8* L* C* 8* 0* 
VftUev Park 

S. L. C* 8. D, 

ILI llaasburg 
ALCOA 

Reforaiatory 
DOONVriLB 
State Boys Hone 
CAIRO 

Cairo Sob 00 t 
CONCORD LANES 
Bowllna Alley 

PARMIWQTON 

State Hospital | 4 

HIQBEB 

R Vnr School 

HIGQIHSVILLB 
State School 
JACtCSON 
County Fara 

JEFFERSON CITT 
City Aux« Prlaon 

UUBERT FIELD 
Airport 

KC CUNB HOSE 

HAHCHESTER 
Shonotna Center 
HAHSRALL 
State School 
HOBERLT Hadlim 
Security Prlaon 
NEVADA 

State Hoepllal | 3 

KEV CAVBRIA 

School 

NEV LONDON 

Elementary School 

PERRYVILtE 

St» llary'a Seulnary 

STATE PRISON FARM |1 

STATE PRISON FARE isj 

TIPTW 

Womens State Prlaon 
WITT FARM 


Saint Louis 
Saint Louis 
Saint Louie 
Saint Louis 
Saint Louis 
Cols 
Cooper 
Randolph 
Saint Louis 
Saint Franools 
Randolph 
Latayette 
Jaekeoo 
Cole 

Saint Louia 

Jackaon 

Saint Louis 

Saline 

Randolph 

Vernon 

Meoon 

Ralls 

Perry 

Cole 

Callotay 

Moniteau 

Jackson 
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STATE 

Qg||||H 


MISSOURI 


PAf.E 16 Of 16 


COM^tUNITY, SKWER 
OR 

UNITARY DISTRICT 
INSTITUTION 


DRAIN 

AGE 

BASIN 


Mai- 

mn 


WATER. 

COURSE 

MILEAGE 


K. <uon) 


DISCHARGE 

TO 


UN- 

TREATED 

WASTE 


DIS- 
CHARGED 
WASTE 


REMARKS 


10 


EOa 


12 


St- Lt C* Sit 
Ttl-Eaven Svtxd* 

Si Li C-t &*> P« 
fcin. and Country 

Si L C» St D 4 
Uattosa* 

Si L« C« Sh D» 
VallAv PapR 

ft* L • C-t S* D* 

lUllaaiabiLrff 

ALCKJft 

Riforbatory 
BOCHVlLtt: 
fttata Soya Homo 
CAIRO 

Cairo School 
COSCOHD LAMES 
Bcvilnv Alloy 

rARNlKGTDR 
&tat« HosMUl 
BtQBEG 

a YIII Sohool 

IJUOOIHSVrLLB 
jftUta School 
JACRSOIf 
County Parn 
J£rFBfl: 30 « cm 
City Auk* Prlaon 

UHSCirr FIELD 
Airport 

HO CUHE KOMB 


# 4 


m 

19 

a 

UM 

19 

m] 

12I 

MR 

12 

a 

UU 

12 

DM] 

19 

SM 

6 

MR| 

iz\ 

UR 

12 

MR 

12 

MR 

12 

MR| 

I2I 

HR| 

I2I 

DM 

19 

MR 

12 

UU 

12 

MR 

14 


UI,l2^-lE-x| 

Ul,l2S-20E 

-lOE 

Ml|l 25 - 4 E-x| 


Mattaae Creek to 
Meramea River 
Qrond aialze ffaterahed to 
Merameo River 

Uatteae Creek Vatershed 
to Merameo River 


HASCRE3TER 
Bhooolnit Cantor 
KAIiaitAll. 
a ta la Sohool 

HOBERLT UodtUtt 
Security Friaon 
HEVADA 

State Hospital # 5 

HEf CAVBRIA I URi 

Gohcol I I2I 

MEM LONDOU 
Elenentary School 
FERRIVlLLi: 

St« Nery'a Batalnary 

STAie pnrso:( farm n 

STATE PRISON FARM iZ 
TIPTON 

ffoaena Stata Prison 
UNITf FARM 


MI,12?-20E 

-X 

HRSSE-X 

UU5-a 

MI 95 

DH1»249- 

lOOE 

III,12B-4E 

SU670-a50B 

-x-x 

MR19SE-X-X 

H3IOt8-0-S 

X 

X 

MR7-17fi 

Ii345.7-ll*6 

-I 

Ml,l23-x 

U202*a’-9«? 

-12-14 

876-10-31 

0273,3-15 

-3,2 

C60-3 


Branch ol Ueraraco River 



Creak to Pea Pee Creek to| 
Creva Coaur Lake to* 
Mieaourl River 

Klflsouri River 

Branch of Mud Creek 

Mattese Creek Vaterahed 
to Merameo River 

8 t, Franols River 
Branch of Moniteau Creek 
iBranoh of Tebo Creek 
Dry ravine 
Mioflourl River 
Coldvater Creek 
Creek to 

Little Blue River 

Grand Glalxe to 
Merameo River 

Branch of 
Salt Pork Creek 

Coon Craek 

Branch of Mermaton Creek 
Puialo Creek 
Branch of Salt River 
X 

Branob of Hlaiourt RUar 
Mleaourt River 
Braoeh of Uonltoau Ortak 
tlttla Cadar Craak 


2 , 600 E 

2i600E 


540 

540 

470 

470 

200 

20 


2 ,OOOE 

200 & 

260 

30 

400 

0 

1,200 

240 


100 

20 


2,700 

400 

250 

25 

250 

25 


210c 

2oe 


*Co9aunlty S/e tea a 


•Missouri River. 












INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

VEAR 


MISSOURI 

1562 j 

PACiI- of 


M 

Community or facility 
^royldlng sever aerv^p<:. 

independence j WEST SIDE 

KANSAS CITY 

ST. LOUIS 

S L M S D AITON AREA 
S L M S D ST , ant; 

S L M S D ST. JOHNS -OVERLAND 8,D. 

SIMS D-WOOLSON TERRACE 


S S 0 U R I 

Cominunitieo and/or 
facilities served 

Sugar Creek 

Santa Fe Hills 

Rock Hill Village 
Shrewsbury 

3 L M S D ST. George 

9 L M 3 D St , Ann Hills 

S L M S D St. John 
S L M S D 3, Lakeland 5.D. 

3 L M S D Buder Park 



The data for this State have been collected 
with the helpful cooperation of the; 


Nebraska Department of Health 
Environmental Heolth Services 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



DRAIN 

^^MMUNITY, SEWER | BASIN 
OR 

^^NiTARY D [STRICT 
i^^STJTU^O^^ 


AlNSIOaTE 

ILHa 

LX3LEr 

tftMsramM 

{V) 

fWOLO 

3«LAMD 

SHTCflf 

mM 

moRA 

[TELL 

tSSBTT 

ITTLE CflEGK 

iTARD 

lATRICB 

:aver cm 

yiVEflCflOSSIHO 

EMBR 

LDEW 

u^Evac 

Ij^jteLHAN 

HHCT 

lijilNOXON 

RTF! AND 

Q SPRINGS 




P R. mODl 

WATHR^ 

DISCHARGE 

L'N- 

COURSE 


TREATED 

MILEAGE 

TO 

WASTE 

DIS- 

CHARGED 

WASTE 


STATE 

YEAR 


NEBRASKA 

ii)6a 

PAi:i 1 of U 















BLADEN 

tffibater 

322 

320 S 

DUIR 

Faahlnston 

4,931 

4,500 S 

BLOOaFJELD 

Knox 

1,349 

1,200 S 

BLUE HILL 

ffebater 

723 

600 8 

DOTS TOM 

Douglas 

997 

990 S 

DRAD3EAI 

York 

306 

300 S 


BaAIKARO 

BRIDGEPORT 

BROADTATEA 

BROXCM BOI 

ORUNIAa 

Bmmi 

BUSIINELL 

BUTTE 

CAIRO 

CALLAIAV 

CAliSniDGE 

CASIPDELL 

CEDAR BLUFFS 

CEDAR IWPiDS 

CENTER 

CENTRAL CITT 

CERESCO 


Butler 

300 

300 S 

WorrlU 

1,645 

1,000 s 

Worrlll 

235 

160 S 

Custer 

3,482 

3,400 S 

Thayer 

269 

150 S 

Garfield 

1,425 

600 3 

Kiciball 

266 

250 3 

Boyd 

526 

X S 

Hall 

503 

490 S 

Custer 

603 

600 3 


j Eurnae 

1,090 

Franklin 

424 

Saunders 

585 

Booone 

512 

Knox 

147 

Merrick 

2,406 


Saunddrs 


VRAungn 

Daves 

5,079 

CHAPPELL 

Devel 

1,26Q 

CHESTER 

Thayer 

480 

CURES 

Merrick 

439 

CURKSON 

Colfax 

797 

CUTONIA 

Gage 

203 

cur CENTER 

GUy 

792 


Dcs'd 

w 2 Average 

O OjilyFlow 

><0 P.E.- 

< P SJ (JOOO’s) 
~6\ 7 


X Lo 
0*350 •* 

X ShScOhCroDrBoXdp 

7. lao ^ 

X C10O 

X 

X SoCp(AmCp}DopCo 

X 

^ S CpFtnCpDopDo 

X 

X Lo 
0.325 * 

X Cfl 
X 

- Mono 

• None 

X SraCpPtnDopDo 
4.600 - 

X CiFtrCpBo 

X 

“ Mono 

X ShCiLo 

0.400 


0.550 *. 

3 X X ClBo 

- - X - 

650, S X 0.120 ClFtrCpBo 
1.500 - 

410 S X X Cl 

“ X 

400 8 0.050 O.lOO ShScAntCpDpBo 

0,500 - 

500 S X ^ None 


TREATMENT FACIUTIIiS 


TREATMENT 


500 S 
100 s 

2,000 S 
350 S 
4,900 S 
1,200 S 
300 S 
430 S 
780 $ 
190 S 
760 S 

148 


X ShCiF&Dn 

' 0.150 - 

X C FtC D Bo 

X 

X Lo 

X 

X Ca 

X 

X GlFaBo 

X 

0.030 8o(A[nCp)OopBo 

l.OOQ - 


X Lo 

0.200 - 

X Lo 

1.000 - 
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O^^ivtUNiTY. SEWER 
OR 

DISTRICT 

INSTiTUTTON 


DRAIN- 

AGE 

BASIN 


:XC'iFI£LO 
HItL 
■:t 3 Ta^?j 

3^IMARD 

^EDGEPORT 

^OAUIATER 

^OXER B0» 

SUNIKO 

;?^iELU 

;SHMELL 

ms 

AIRO 
ALLAYAY 
AH BRIDGE 
AMPBELL 
EDAR BLUFFS 
EDAR RAPIDS 
EnTER 

i^TTRAL CITV 

ESESC'O 

BADRCH 

HAPPBLt 

HESTER 

larks 

LARKSOM 

ilatomia 

lay CENTER 


10 lOa 


UR 
11 
MR| 
1^1 
UR 
12 
UR 

11 

UR| 

12 
UR 
IL 

MR 

U 

UR 
9 

m 

9 

UR' 

6 
UR 
ll 

UR 

0 

UR 

10 

UR' 

UR 

8 

HR 

0 

UR 

11 

UR 

11 

UR| 

8 

MR] 

6 I 

MR 

12 

UR 

8 

UR 

8 

MR] 

4 I 

UR 

10 


WATER. 

COURSE 

MILEAGE 


ll 


Ub70-0.5-2 

Ua30-22-20 

KM2.5 
6KB- 169 

U613*5-lO- 

9-9 


KU2, 5-225 
-23 


NP142 

|NPL27 


I P 103-67. 
61.2 


U891.6-43. 

PU9.0-74* 

P103-67.5- 

85.2-100.6 

KL69.2- 

309.6-0»Q 

KU2.5- 

61.8-101 

P26,1-2.8 

7-25 

P103-40- 

30.9 

H0BO-1& 

P110.1 

MR6U.6- 

26,4-x-x 

M999-9- 

410-3 

SP90.3-2 


K142.5- . 

61.8-30-32 


P33.1-34*8 

-33*2 


STATE 

YEAR 


NEBRASKA 

1962 

2 of 11 


P.E. (BOD) 


DISCHARGE 

TO 


DIS- 
CHARGED 
WASTE 


12 


MR - 
U - 
UR - 
11 - 


Fiat Creek 
Blair Creak 
Little DazllQ Creek 
Creek 

lioU Creek to 
West Papilllon Creek 

Land 

Plum Creek 

North Platte River 

Sump to North 
Platte River 

Uud Creek 
Dry Sandy Creek 
North Loup River 
Lagoon 
Ponoa Creek 
Icreek to 

Prairie Creek 
South Loup River 

Uedloine Creek 

Little Blue River 

Silver Creek 

Cedar River 

Bazile Creek 

Platte River 

Lagoon 

Chardron Creek to 
White River 
Crow Creek 

Boae Creek 

Land 

Middle Fork of 
Manle Creek 
Clfttonia creek 


K142. 5-61.8 
68.1-39-30 





UN- 

TREATED 

WASTE 




320 7 
0 - 
4,300 7 

' 2 


1,200 

900E 

600 

150 


300 

0 

300 

300BI 


160 

160 


150 

25E 


250 

0 


190 

125B 

600 

450E 

850 

260E 

110 

2eOG 

190 

250 

500 

500 

100 

30S 


350 

0 

4,900 

12,00 [7 
300B 
300 7 
75B - 

430 7 
0 - 
760 2 
450B 
ISOfi 7 
0 - 
780 7 
0 


RFMA«K> 


«HR373.9-l42.5-6l.8-200S 


*Pl03-67.5-25.2-l9'69.6 

«Kl42.3-6l.B-69.l-U-l4 
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STATE 

Iyear I 

NEBRASKA 

— _ . , ■>- ■' 

HHSHl 


I of 


c:n\f\f(T\fn ' sbwer 

OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


I960 

Population 


Estimated 


SI ^ 
w 2 


For 


^ Average 

Populatton ^ O Daily Flowl 

*««■* g S Q 

>^ > 5 S P.E. 

< O S (lOOO's) 

Tl 6 7 


treatmen r FACirjTi rs 


TREATMENT 


UNE 

NO, 


CLEAEIATER 

COIERIDGB 

coni«au3 

C005 

CORTUMD 

C02AO 

CflAIFORl) 

CRErOHTCN 

CRETE 

CROPTOJf 

CULBERTSON 

CURXrs 

CAKOTA cm 

CALTCN 

CAVENPORT 

Mvio cm 

PECATUR 
DESHLER 
OB fITT 
BIX 
DQOOe 

mniphan 

WWCHESTER 

mCAH 

CAQU 

emar 

cLoiir 

EUINOfiN 

EUl CREEK 

£LVfOOD 


Antelopo 
Cedar 
Platte 
Johnson 
Oago 
Davson 
Daves 
Knox 
Saline 
Knox 

Eltehoock 
Frontier 
Dakota 
Cheyenne 
Thayer 
Butler 
Burt 
Thayer 
Saline 
KiohaU 
Dodge 
Hail 
Saline 
Platte 
Cass 
Clay 

Antelope 

Douglas 

Buffalo 

Cass 


418 
604 
12,476 
313 
285 
3»ld4 
1,588 
1,388 
3,546 
604 
803 1 
868 
920 
503 
416 
2,304 
786 
956 
504 
420 
649 
390 
460 
294 
302 
730 
881 
749 
778 
481 


400 8 
600 8 
12,300 S 


X 

0.550 

X 
X 


300 S 

X 

0.210 


- 

0.325 

285 S 

X 

X 

" 

“ 

0.400 

3,100 3 

X 

X 


- 

4.000 

1,570 8 

X 

X 

“ 

- 

X 

1,200 S 

X 

0,050 

- 

*■ 

1.500 

3,500 S 

X 

X 

• 

- 

6.600 

500 S 

X 

X 

- 

- 

X 

700 S 

X 





860 8 

X j 

^ i 


uooo 


600 
550 S 
250 S 
2,300 S 
680 S 
950 3 
400 S 
400 3 
640 S 


X 

X 

X 

X 

X 

X 

X 

X 

X 


300 S I 0,030| 
«0 8 I X 

120[S I 0,010 
300 3 j X 
720 8 
850 8 
730 8 
400 S 
475 3 


X 

X 

0.038 

0,750 

X 

3,000 

X 
X 
. X 
X 

X 
X 
X 
X 

X 
X 

X 

0,450 

X 

X 

X 

0,100 

X 
X 

0,100 
1,000 
0.065 
1.000 
X 

1.250] 

X 
X 
z 

0,500 


Ld 

ClPtnBo 
Cfl^ 

ShCiPtrCpI Bo 
Lo 

ShSoCmPthCoiVvXp 
ClFtnQo 
ShCpFtrCpDopBo 
SoCmFtrCmDfrSo 
CsFtnBo 
None 
ClFtnDo 
None 
CiLo 

SoIAntCplOopBo 

Lo 

8oClFtr6o 

ClPtnBO 

SoCp(AfnCp) DopBo : 

Lo 

CsBo 

SoAeCpLo 

ClFtnflo 

Lo 

AmCpDopXd 

ShCin(AmCp)OcpBo 

So(AinCp)DopBo 

ShSeCin(AinCp) OrBoXd p 

ClBo 

ClntXpLo 


i 
i 
I 
6 
7 

B 
9 
10 
II 

1^ 

n 

M 

11 

16 

17 

19 

fO 

2 \ 


150 


22 

Ih 

U 

25 

26 
27 
2B 
29 
iO 


:i 
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i ' cvBAmim 
\ , 

^ OOLSRIME 
^ COLUUBUS 
^ COOK 

* CORTLAND 
^ COEAD 

^ CRANFORD 

* 'CREJGRTON 
^ CRETE 

CROPTON 
" CULBERTSON 
'* CURTIS 
DAKOTA CITT 
^ DALTON 
» DAVErtPORT 

i DAVID cm 

' DECATUR 
^ DESHLER 
^ DE WITT 
' I DIX 
PODQB 
DONIFIMN 
PORCEmSTER 
ptINCAN 
. CAOLB 
CDOAR 

elptn 

ELKHOm 
Etii CREEK 
cliiwood 


DR 

A 

bA 

AIN- 

G£ 

SIN 

Mij 

Min 

Sub. 

ID] [ESI 

un 

8 

UR 

12 

- 

HR 

8 


UR 


12 

- 

UR 


11 

- 

UR 


8 

- 

UR 


4 

- 

UR 


12 

- 

UR 

. 

U 

- 

MR 

- 

la 

- 

UR 

- 

11 

- 

UR 


a 

- 

HR 


12 

- 

UR 

. 

9 

- 

UR 


a 

- 

UR 


a 

- 

UR 


12 

- 

UR 

. ] 

a 

- 

UR 

_ 

a 

- 

UR 

^ ] 

10 

- : 

UR 


8 

- 

u 

e 

» 

UR 

- 1 

a 

- 

UR 

.. 1 

8 

- 

HR 

- 

e 

- 

HR 

- i 

a 

- - 

UB 

- 

8 

- 

UR 

- ! 

12 

- 1 

HR 

- 1 

8 

- « 

UR 

- 

12 



- JI82?'’2B.5-6 Creek to Pearl Creek 

- P103-0t2 Loup River to 

" Platte River 

" ^ Ground 

^ Indian Creek 

- P265«L Platte River 
■* R999«9‘“4B2 White River 

- uaB0-3& Baaile Creek 

- K14a.5- Big Blue River 

- 180.8 

M025-4,26 Weet Bow Creek 

K169#2* Frenohnan River 

351.6- Ua 

K169.2- Uediolne Creek 

309.6- 35 

«753,6 Ulsaourl River 

kR6ll.6- Lagoon 
309.0-135E 

K,143.5>61«8 Draw to Sandy Creek 
68. 1-40 

^ Keysor Creek 

U716.9 Ulsaourl River 

Kl4a.5-61.8 Spring Creek 
-88.8-9.6 

K142.5- Turkey Creek to 

150.8- 4.2 Riflr Rlue River 

1IR6U.6- LodgepoU Creek 

308.9- 95E 

P33. 4-53.1 Willow Creek 
-19.8 


K142.5- Squaw Creek 
176.8-11.6 


« «Pr aaent plant abandoned 


P33.4-181.9 Biaokanaka Creek 
-20.7 

11613,5-10- West Branoh of West 
21-5 Pa nlU Ion creek 

P231.4-2,2 Elat Creek 

UR586-40E North Branch of 

Weenlnw Water Creek 


7 *1(142.5-247.3-166,6-6.8 
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STATli 

VEAR 


WEBRASKA 

196s 

PAOE 4 of 11 


IIN-E 

SO. 

i COMNtUNiTY, SKWER 
! OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE; 

ElASIN 

WATER. 

COURSE 

MILEAGE 

DISCHARGE 

TO 

p.E (non 

r 

1 

z 

g REMARKS 

E 

S 

a 

<i 

WE 

1 

Maj 

Min 

Sub 

Bm 

1 


9 

CD 

Dia 


12 

B 

IC 

{■■■■HHHraHMiHHeH 

1 

ELWOOD 

m 


K169*a- 

Dry Creek to 

575 

7 




ii 

- 

290, 1-22 

Elk Creek 

ISOE 

- 


2 

EltCRSON 

UR 

- 

U746-4,5- 

North Ooiatia Creek 

COO 

7 




12 

- 

15-16 


280B 

- 


5 

ElUlTfS 

UR 

- 

Pa45-25 

Plum Creek 

350 

7 




8 

- 

- 


X 



4 

EVIKa 

UR 

- 

P33,4-2lO 

Elkkorn River 

580 

7 




8 

“ 



360G 

- 


i 

EXETER 

UR 

- 


Johnson Creek 

600 

5 

*K142,5- 192.1-11,7-25 



11 

- 

- 


I50Q 

- 


6 

FAIRBUBY 

UR 

- 

K142.5- 

Little Blue River 

X 

7 




11 

- 

61,8-55,4 


X 



7 

FAmFIELB 

UH 

- 

K142. 5-61,8 

Roadside ditch to 

490 

7 




11 

- 

-68,1-57 

Risr Sandy Creek 

UOE 



s 

PAimONT 

MR 

- 


Ditch to indlon Creek 

800 

I 

«K148, 5-198.1-89.6-20 



11 

- 



120 

- 


9 

FALLS cm 

UR 

- 

U5U. 2-26,2 

Big Nssiaha River 

X 

y 




12 

- 

- 


X 

- 


lO 

FIUEV 

UR 

- 

MR5U,8- 

Mud Creek 

140 

T 




12 

- 

26E-80E 


0 

.. 


11 

FIRTH 

UR 

- 

HR 6U.6- 

Middle Branch of 

270 

7 




8 


26,4-85E 

R!*r Nemoha River 

0 

- 


12 

PORT CALHOUN 

UR 

- 

UR655E-X-X 

X 

450 

7 




la 

- 

- 


0 

- 


13 

PORT CROOK 

UR 

- 

H613. 5-7.5 

Big PeplLLlon Creek 

6,000 

7 




18 

- 

- 


900 

- 


\4 

FRANKLIN 

HR 

- 

K169#2-' 

Republican River 

1,100 

7 




11 


218,4 


0 

- 


13 

FJlEMCHr 

UR 

- 

P33, 4-22.4 

Greek to Rlkhorn River 

X 

) 




LI 

" 

- 


X 

- 


16 

FRieND 

UH 

* 

KH8.5- 

Suoker Creek 

1,000 

5 




11 

- 

150.8-43 


200B 

- 


17 

FULLERTON 

UR 

- 

P103-40-2 

Cedar River 

X 

) 




8 

- 

- 


X 



18 

FmK, 

MR 



Land 

135 

7 




0 

** 

• 


0 

- 


19 

GENEVA 

UR 


ia42.5- 

North Branch of 

1,500 

7 




11 

- 

150,8-53 

rurkoy Creek 

500 

- 


20 

GEKOA 

UR 

- 

P103-25a 

Beaver Creek 

1,000 

9 




8 

- 

2,6 


1,000 

- 


21 

OEKIHQ 

UR 

- 

NP173 

North Platte River 

4,300 

1 




9 

- 

i- 

i 

4,300 

- 


^2 

GIBQCN 

UR 

- 


Lagoon 

c 

r 




8 

- 

- 


t 



23 

a iLuonE 

UR 

- 

X 

Papiillon Creek 

2,500 

[ 



E • Sarpy Co, SAID 

12 

- 

- 


375 



24 

GILTHER 

UR 

- 

- 

Land 

290 ! 

f 




11 

- 

- 


0 - 



15< 1 

QLKNVJLLQ 

UR 

- 


Lagoon 

300 'i 

r 




11 

- 

- 


0 - 



26 1 

GORDON 

UR 

- 

K241,I2 

Antelope Creek 

2,000 1 





5 

- 

- 


650B ^ 



2T 1 

GOTilENSURQ 

UR 

- 

P272 

Platte River 

5,000 2 

1 




8 

“ 

- 


3,000 - 



2S i 

GFAND ISLAND 

UR 

- 

Pl6l,4-13 

Hood River 

4O,O0OG 7 





8 

- 



18,OOOB - 

i 


29 < 

anAHT 

UR 



3round 

700 7 





II 

- 

- 



■ 


50 ( 

SDEELBY 

MR 

- • 

P103.0- 



1 




8 

- 

66.5-25 


HHi 

II 



15J 
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COMMUNIT^SEWER 

OR 

SANITARV DISTRICT 
INSTITUTION 


HENDEasCN 

HEHRT 

HICKMAN 

HILDRETH 

HOLBROOK 

HOLDREGE 


UACKSOtf 

JANSEN 

JOHNSON 

JOANm 



Tork 

Sootta Bluff 

Lancaster 

Franklin 

Furnaa 

Phelps 


NEBRASKA 


Dm’cI 

Pof 


Av<faj{c 
DailyFlow 

n 

O P.E. 
(looo’s) 





TRHATMHNT 


QREENTOOD 

Casa 

403 

360 8 

X 

X 

ShLo 

ORESHAM 

Tork 

23S 

022 3 

X 

X 

X 

Lo 

CRnNA 

Sarpy 

745 

740 S 

X 

X 

X 

ShClPtrCmDoXd 

guide rock 

febster 

441 

430 3 

X 

X 

X 

ClcnDoKp 

HALUM 

Lanaaster 

264 

250 3 

X 

0,700 

X 

Lo 

HAMPTON 

Hajallton 

331 

320 3 

X 

0,300 

X 

Lo 

HARTINOTON 

Cedar 

1,648 

1,600 S 

X 

0.425 

X 

ShClFtrBo 

harvard 

Clay 

X,261 

900 C 

X 

X 

X 

CiPtrBo 

HASTINQS 

Adana 


** 

" 

X 

- 



21,412 

21,000 S 

X 

X 

ShScOfnCmPthCmV' 

HAY SPRINGS 

Sheridan 

823 

600 3 

X 

23,000 

X 

ClBo 

HEBRCN 

Thayer 

1,920 

1,900 S 

X 

X 

X 

SoShClmBoXdp 

hemincforo 

Box Butte 

and 

O/tA A 


3,000 

- 


^ ^ X CiPtnl Bo 

“ ^ X 

7203 0.053 X aoCmABOop 

f * * P**ivatQly OKrriod Boptlo tank* 


hooper 

Dodge 

832 

HOSKINS 

layne 

179 

hoiells 

Colfax 

694 

HUMBOLDT 

Rlchardaon 

1,322 

homphret 

Platte 

801 

htannis 

Grant 

373 

IHPERIAL 

Chase 

1,423 

inoianou 

R«d liUot 

754 


80 8 X 

275 S X 

300 3 X 

350 S X 

5,100 3 X 

700 3 X 


X Lo 

' 0,300 ^ 

X Lo 

0,400 - 


X CiPtnBo 

X 

7%00 


SO 8 X 0,035 OlFtnBo 
0,250 - 


600 S X 


CsDopBo 


Dakota 

J^Iforson 

Nenaha 

Adaaa 


1,300 3 

X 

- 

None 

780 S 

X 

X 

Ca 


- 

X 


360 S 

X 

X 

Lo 



X 


1,300 S 

X 

X . 

Lo 


** 

1,000 

- 

720 8 

X 

X 

ShSoCjoDrtXp 


■ ^ 

1,000 


210 S 

X 

X 

Lo 

■* 

** 

0,275 

- 

liO S 

• X 1 

0,030 

SoCAffiCpjDopBo 


“ . 

0,700 

** 

300 3 

0,021 

X 

Lo 


** 

0,420 

- 

400 3 


X ■ 

Lo 



0,455 



8 

9 

to 

IL 

II 

IJ 

M 

n 

IS 

p 

i« 

10 

20 

II 

22 

23 

24 

25 
24 
22 
IS 

w 

5 ^ 
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STATFi 

NEBRASKA 


P.E rBOD> 


COMMUNI'H'. SEWBU 
OR 

DISTRICT 

INSTITOTIONT 


CrrEKIOOD 

C’£3HAy 

I C=!-nWA 

,CKIItE ROCK 
UILKM 
aiSiPTCM 
EuariiiaTON 

harvard 

HASTtNOS 

HAT SPRirfOa 

HHBaCH 

HHUINGTORD 

H;ErNDER3Cff 

ItEKRT 

^ICK1^A^^ 

fILDFtSTfl 

lOLQftOOK 

lOLDREOC 

OOPER 

asKms 

OIELLR 

UHPHRET 

TANMrS 

ICP&REAL 

WDiAMOU 

SHSEft 

yHHSOH 


I9S2 I 

REMARKS 


PAGH 5 Of U 



urnuTiTii 


HR&11.6-26. Lagoon 
-25 


HR378.9- Republican River 
169.2-174,3 


Land 

Land 

Bovr Creek 


U825-2: 


N264-17 


Branch to West Fork of 
Rluo River 

jHest Fork of 
Blue River 

Rush Creek 


Kl42.5-6l,B Little Blue River 
-89.6 


Creek to West Fork of 
R1<r Blue River 
Ground 


UR6U.6- Sait Creek 
26.4-25E 


land 

Republican River 
turkey Creek 


K169.2- Republioan R1 

300.5 

K169.2- turkey Creek 

232.3-40 

P33. 4-46.2 Elkhorn River 


P33,4- Creek to North Pork of 

141.8-5-8 Elkhorn River 
P33.4-34,8 East Fork of kaple Creek 


M511.2- 

North Fork of 

A 1 

l,300B 

40.5-26.4 

Riff Nemaha River 

« 

Tracy Valley Creek 

800 

800 


Land 

360 


0 

“ 

Land 

1,300 

X 

- 

K169.2- 

325.8 

Republican River 

720 

X 

210 

ttR7a5E-x-X 

X • 

0 

K142.5- 

Big Indian Creek 

160 

30E 

110.4-35 


300 

UR544i6-X 

Lagoon 

0 

-x-x . 


' 400 


Land ;: : ■ : 

0 


«Kl42,5-t92. 1-34.1-33.26 
^KU2.5-192. 1-34.1-76.7 


*K142.5-192. 1-34.1-20-13 

^Effluents discharge to □unlelpal 
aevers. 


ep33. 4 -128 . 7-15 . 8-4 . 5-13 * 8 



JAHITA 







INVENTORY OF MUNICIPAL WASTE FACILITIES 









r 1 I LJI- IMUINIL^IFAI. WASTE FACILITIES 
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Des’d 

For 

TROATMENT FACILITIES 


COMNfUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 





i ^ 


■ 

COUNTY 


Estimated 

Population 

Served 

> 

u 

p 

- o 

'> w p 

^ Si r 

Average 

DailvFlot 

MOD 

^ TREATMRNT 

LINI 

NO 






P.B. 







i <0> 

(lOOO's) 



■■■■■■■■■■I 


3 

4 

IB 

IHBH 

7 

8 


UINDEN 

Kearney 

2,383 

2,000 

s 

X 

0,200 

SoCnFinDorBo 

1 



- 

- 

- 

- 

i.aoo 

- 


HITCHELl 

Scotta Bluff 

1*920 

1,800 

3 

X 

- 

None 

3 

UONROQ 

Platte 

261 

250 

S 

X 

X 

SoACoXd 

J 



- 

- 

- 

- 

0.300 

- 


MORRILL 

Scetta Bluff 

684 

650 

3 

X 

- 

None 

4 

MULLEN 

Hooker 

811 

750 

3 

X 

0,030 

ShClFsIpDo 

J. 



- 

- 

- 

“ 

0.600 



MURDOCK 

Caas 

247 

240 

3 

X 

X 

Ld 

6 

MURRAT 

Caaa 

279 

260 

S 

0*040 

X 

0.090 

ShClEtrCpBo 

7 



- 

- 

• 

- 

0.400 



NEBRASKA CITY 

Otoe 

7,252 

6,000 

3 

X 

- 

None 

" 

NELtOH 

Antelope 

i*776 

1,750 

S 

X 

- 

None 

9 

NELSON 

Nuckolls 

695 

670 

C 

X 

- 

None 

ID 

NEWCASTLE 

Dixon 

357 

340 

3 

X 

0.050 

ShCinFtrCpDroBo 

11 



*■ 

- 

- 


0.500 

- 


NEVUAN GROVE 

Madiaon 

860 

650 

S 

X 

X 

Co 

U 




- 

- 

- 

X 



NIOBRARA 

Knox 

736 

700 

3 

X 

- 

None 

la 

NORFOLK 

Madiaon 

13,640 

13,500 

S 

X 

X 

ShSoCmVvXp 

14 



- 

- 

- 

« 

14.000 

.. 


NORTH BEND 

Dodge 

1,174 


3 

X 

0,120 

SKCmrtrCpDopBo 

n 



*• 


- 

- 

1.200 

- 


NORTH LOUP 

Valley 

453 

440 

3 

X 

X 

Lo 

iti 




- 



X 

*• 


NORTH PLATTE 

Linooln 

17,184 

10,100 

S 

X 


None 

17 

NORTH PLATTE 

Lincoln 


6,900 

8 

X 

- 

None 

18 

OAKLAND 

Burt 

1,429 

1,330 

3 

X 

- 

None 

19 

OGALLALA 

Keith 

4,250 

4,000 

S 

X 

X 

SoCffiFthCnVvXp 

30 




- 

- 

» 

6.000 

.. 


H OUAtIA 

Douglas 

301,598 

180,000 

cs 

X 

- 

None 

31 

OMAHA 

Distrlot # 20 

Douglas 

- 

600 

3 

0.075 

X 

AoAnEgDopXd 

22 






1,050 



OMAHA* 

DougUa 

- 

1,655 

X 

X 

0.165 

C Ft 


OMAHA 

8« D. 1 6 

Douglaa 


800 

8 

0,250 

1.653 

2,500 

BhCmDm 

2-1 

OMAHA 

Wealern Part 

DougUa 

• . 

60,000 

CS 

X 

0.375 

X 

QnS SoCnAaCioDfrVvXii 

« 

O^NEILL 

Holt 

3,181 

8,500 

c 

X 

.. 

None 

26 

ORCHARD 

Antelope 

421 

410 

s 

X 

X 

Lo 

27 

ORD 

Valley 

2,413 

2,200 

C3 

■ ’X . 

0,550 

None 

28 

ORLEANS 

Harlan 

608 

600 ( 

:3 

X 


None 

29 

O3CE0U 

Polk 




" 

- 


50 


1,013 

■ ■ 

950 

3 

X 

X 

1,300 

Lo 


STATE 

YEAR 


NEBRASKA 

1968 

PAGE 7 Of 11 


. 
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5 

.r'A'iT 

NEBRASKA 

YI-AR 

1962 


COMMUNITy^SI-WFR 





l^d 

trratn 

lENT PAcrLiTii;: 

5 

OR 

COX rNTY 

I960 

Rstimarcd 

U1 ^ 

H C 

(/) UJ j 

Avera^ 

c 

SANITARY niSTRlCT 



Popuhrion 


Daily Flu 

»vv 

INSriTUTIONf 



Served 

«5 5 >■ 

. MOD 

TREAFMENT 





r- uj S * 
> <'^ 

0 p.n. 


1 

2 


4 

< Q i 

z (looo’s; 


OSHKOSH 

Garden 

1 , 02 ; 

> 700 { 

3 X 

7 

None 

8 

OSHOKO 

Pierce 

719 

700 2 

) X 

0.050 

ClFflBo 

OVERTOJI 

Dawson 




0.750 

*- 



523 

! 470 i 

5 0,50( 

) l.OOC 

1 SoCpFtrDp 

OXFORD 

Furnas 

X 1 O 9 O 

1,000 3 

X 

0.700 

X 

) - 

ShCp( AmCp) OopBo 

PALISADE 

Ilayeo 

544 

500 3 

X 

X 

X 

GsFsBo 

palukha 





X 

- 



377 

360 S 

i X 

X 

Lc 

PAPILLIOJI 

Sarpy 

2,235 

2,000 3 

X 

0.400 

None 

pAw^jEB cm 

Pawnee 




“ 

- 



1 ,343 

1,300 3 

X 

X 

ScCmFtrCiDDopCo 

PAXTCW 

Keith 

566 



X 

-* 



450 5 

X 

X 

Sc(AinCp)DcpBo 

PEHDER 

Thurston 

X.165 

1,350 :£ 

1 X 

X 

Hone 

PERU 

Neoiaha 

1,151 

1,000 s 

X 

X 

ScCp{AmCp)DopBo 

PIERCE 

Pierce 

1,216 

1,100 3 

X 

X 

None 

PILGER 

Stanton 

491 

470 5 

X 

.. 

None 

PLArHVIEff 

Pierce 

1,467 

1,440 S 

X 1 

X 

Lo 

PLATIE CENTER 

Platte 

402 

400 3 

0.030 

1.500 

X 

ScAa 

PLATTSyOUTH 

Jaas 


“ ■* 


0.450 

- 

PLYMOUTH 

Jefferson 

6,244 

372 

6,000 ) 

350 3 

X 

X 

X 

7.000 

X 

ShSoCfoDfhrBoXdp 

L 

POLK 

Polk 

433 

400 1 

X 

X 

X 

ClFtBo 

PONCA 

Dixon 


» ■* 


0.650 

- 



924 

900 [3 

X 

« 

None 

PoriEti 

Cheyenne 

554 

525 5 

X 

X 

Lo 

PRAGUE 

Saunders 

372 

360 X 

X 

X 

X 

Lo 

RALSTON ] 

Douglas 

2,977 

(2,500) 5 

X 

0.500 

None 

RANDOLPH ( 

Jedar 


* 

- 

- 

(thru Omaha Severs) 



1,063 

900 5 

X 

X 

ClFtnBo 

RAVENNA 1 

iuffalo 

1,417 

1,400 3 

X 

X 

None 

RED CLOUD V 

Webster 


— ^ 

“ 

“ 

- 



1 , 525 

1,500 3 

X 

X 

ShClmBoXdp 

republican CITt 11 

arlan 

189 

130 3 

X 

X 

X 

CiFtBo 

RISINO CITY B 

utler 

308 

310 J 

X 

X 

X 

Lo 

RU3HVILLE 5 ] 

^le^ldan 

1,223 

1,000 3 

< 

X 

D.300 

X 

ClFtnBo 

SAINT EDffARp B, 

oone 



"* 

X 




777 

750 5 

X 

- 

None 

SAINT PAUL H( 

award 



- 

- 




1 , 714 

1,700 3 

X 


None 





” 

■ 

- 


160 


8 of 11 

LIME 

MO 


I 

1 

3 

4 

5 

6 
7 
« 
9 

10 

II 

la 

\^ 




16 

17 

18 


20 

21 

2Z 

33 


2( 

31 

26 


27 

W 

30 
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STATE 

YEAR 

IoKjj 

8 of 11 

sft 

DL 

community, sewer 
OR 

SANITARY DISTRICT 
INSTITUTION 

drain- 

AGE 

BASIN 

WATER. 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E. (BOD) 

J 

1 


-,.V— SIA....AA 

] 

Sub 

UN. 

TREATED 

WASTE 

7 

.li 

REMARKS 

IBB 

II 


9 

m 

EUfi] 

M 

12 

imm^m 

m 


L 

1 OSHKOSH 

UR 


NP95.1 

Lost Creek to 

X 

0 




9 


“ 

North Platte Rlvor 

X 



r 

OSMOND 

U(i 

- 

P33.4-14U8 

North Branch of 

700 

5 




6 

-* 

-25 

Btkhorn River 

700 



' 

overtoh 

UR 

- 

P231.4-1-10 

Buffalo Creek 

470 

7 




0 




uo 

* 



OXFORD 

[1 

- 

K169.2- 

RepublLoan River 

X 

7 




Q 

- 

279*8 


X 




PALISADE 


- 

K169*2 

Frenohtnan Creek 

500 

1 




Q 


-351*6-23-6 


160E 




PALUVAA 

HR 

- 

UR544.6-65E 

Little Nemaha River 

360 

7 




12 

- 

• 


0 




PAPILtrOH 

UH 

- 

U6l3*3-l0-5 

iMest PaplUlon Creek 

2,000 

0 




12 




2,000 

. 



PA»H£B CITY 

UR 

- 

U5U.a-40.5 

Turkey Creek 

1,300 

5 




12 

- 

-46-19 


300 




PAXTCH 

UR 

- 

SP36 

South Platte River 

450 

7 




10 


- 


100 

- 



PENDER 

UR 


P33. 4-43*8 

Drainage ditch 

3,030 

0 




6 

- 

-44*6 


3,O30E 

- 



PERU 

UR 

- 

U56L.2 

Oltoh to Ulesouri River 

1,000 

5 




12 

" 

- 


250 

- 



FIERCE 

UR 

- 

P33.4-141.8 

North Fork of 

IflOO 

0 




6 

“ 

22*4 

Klkhorn River 

1,100 

- 



FILGER 

UR 

- 

P33. 4-110*5 

Clkhorn River 

470 

0 




8 

- 

- 


470 

- 



PLATTE CENTER 

UR 

- 

Pa3*5-4p 

Shell Creek 

400 

7 




y 

- 

- 


1008 

- 



PLAINVlEir 

UR 

- 

P33. 4-141*8 

Dry Creek 

1,440 

7 




8 


-40 


X 

9 



PLATTSMOUTH 

UR 

- 

«607*3 

Uiaaourl River 

X 

7 




12 

- 



X 

- 



PLYMOUTH 

UR 

- 

# 

Lagoon 

350 

7 

»Un37B, 9-142*5-61,8-608 



11 

- 

- 


0 

- 



POLK 

HR 

- 

K142*5- 

Dry Creek 

400 





11 


247*3-40 


2008 

- 



PONCA 

UR 

- 

U774-B 

Aova Creek 

900 

0 




12 


- 


900 

- 



FOnER 

HR 

- 


Lagoon 

525 

7 

»UR6U.6-309.8-90-60E 



10 

- 

“ 


0 

I* 



FRACUB 

m 


UR6IU6- 

Cottonwood Creek 

360 

7 




6 


26*4-608 


0 

- 



RALSTON 

ur 

- 

" 

Hlaeourl River 

- 

- 




IS 

- 

- 


- 

- 



RANDOLPH 

UR 


P33*4-43.8 

Dog Creek 

900 

5 




8 

- 

-60-25 


750B 




RAVENNA 

UF 


Pl03-67*5r 

South Loup River 

2,170 

0 




8 


25-2-15*4 


2,170B 

- 



RED CLOUD 

UR 


K169*2- 

Republican River 

X 

7 




11 

- 

186.7 


X 

- 



republican cm 

UR 


Kl62*9*’24g 

Republican River 

180 

5 




11 

- 

- 


45E 

- ; 



risihq cm 

UR 


* 

North Fork of 

300 

7 

*Bn378* 

-142,3-275E 



n 

- 

- 

Riw Blue River 

0 

- 



rushville 

UH 


N264-13 

Rush Creek 

1,000 

1 




5 

- 

- 


3008 

- 



saint EdTARD 

UR 


P103-25*!- 

Beaver River 

750 - 

0 




8 

- 

22.6 


750E 

"■ 



SAINT PAUL 

UR 


P103-67.5 

Ulddle Loup River 

1,900 

0 


. 


8 

- 

-6*6 


1,900 

— 



161 
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STATE 



SHElLOr 

SHGLtOH 

SHICXLEY 

SIDNET 

SILVER CREEK 
SNIDER 

SOUTH SIOUX CITY 

SPALDINO 

SPENCER 

SPRINQFIELD 

STANTON 

STAPLEHUR3T 

STAPLETON 

STERLIHd 

STRAHON 

STROHSSURO 

STUART 

SUPERICm 

SUTHERLJIHD 

SUTKW 

SYRACUSE 

TALtAGE 

TECUXSeB 

TEKARjm 


Cheyenne 

6,004 

8,000 

Herrick 

431 

s 

1 1 

Dodge 

325 

300 

Dakota 

7,200 

6,000 

Oreeley 

683 

650 

Boyd 

671 

600 

Sarpy 

506 

500 

Stanton 

1,317 

900 

Seward 

240 

225 

Logan 

359 

350 

Johnaoa 

471 

200 

Bltohcook 

492 

450 


Nuekollfl 

Linoola 

Clay 

Oioa 

Otoe 

Johnaoa 

Burt 


W 2 Average 

O DailvFlow 

^ ^ O P.E. 

< (1000‘s) 


X X Lo 

0*900 - 

X X Lo 

3.000 « 

0.0S5E 0.050 ClLo 
0.500 - 


X X ShScaaCmPthCniDfhrlBoXdp 
4,750 - 

X X Lo 

0.700 - 

X X So(AcaCp)DopBQ 

1.340 - 

0.040 0.080 SoShAnCpDpBo 
0.400 - 

1.500 X ShSoCoPthCmDoprtZdp 
15.000 « 

X ~ None 


1962 PACK 9 of J 


TREATMHMT FACILITIES 


TRRATMRNT 


1,250 8 
450 3 
2,900 S 
850 S 
1,200 S 
1,000 C3 
350 8 
1,550 8 
1,750 $ ; 


01 

ShCirtnBQ 
ShClFtrC Do 
CirtnDo 
SoCmPtbCinVy 
Lo 


0.200 SoCp(AQCp)DopDo 

1.600 - 


0.020 CprtrOpDopBo 
0.600 


None 

SoCp(AnOp}popBo 
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COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


INVENTORY 


1960 

Popularion 


OF MUNICIPAL WASTE FACILITIES 

(state 


VALENTINB 

VALLEY 

VERDIQRB 

nco 

fAHOO 

VAKEFIELD 

fALTHILL 

tATERLOO 

tAUNETA 

VAUSA 

VAVERLY 

YAVNE 

WEEPXWa WATER 

WfiST HKCOLK 

ffESTERM (V) 

WESTOIf 

WEST POINT 

WILBER 

WILCOX 

WINNEBAQO 

WINSIDE 

WISNER 


Cherry 

Douglas 

Knox 

York 

Saunders 

Dixon 

Thurston 

Douglas 

Chase 

Knox 

Lancaster 

Wayne 

Casa 

Lancaster 

Saline 

Saunders 

Cujstng 

Saline 

Kearney 

Thura^on 

Wayne 

Cutalng 


NEBRASKA 


thbdford 

Thoaias 

303 

THURSTON 

Thurston 

140 

TILDEN 

Uadison 

917 

TRENTON 

Hitchcock 

914 

UEULINO 

Dodge 

231 

ULYSSES 

Dutler 

357 

UNADILIA 

Otoe 

254 

UTICA 

Sevard 

564 


2»e75 

1,452. 

584 

16S 

5,610 

1,060 

844 

516 

794 

724 

5U 

4,217 

1,046 

507 

351 

340 

2,921 

1,558 

260 

682 

416 

1,192 


Esrimaecd ^ ui 2 Avenge 
Population ^ ^ Daily FJ owl 

Served gbp -MCD 

> < O P.K. 

n" < O S (lOOO's) 

5 6 7 


I 1962 page 

treatment facilities 
trkatment 


10 of ^ 


^ ^ None 

* ” Nona 

^ X CsBo 

X 

^ X So(ATnCp)DopBo 

- X » 

^ X ShCiXd 

- X - 

* X Lo 

0.500 - 

* X Lo 

X X Lo 

0.690 ~ 

X .. fjone 

X X ClFtnBo 

" X - 

0.037 X SoCoDopXdp 

X .. 

X X SoAeCioXd 

0.180 - 


0.023 X 

0.900 


None 

So(AmCp)DopBo 

Lo 

None 


0.065 SqCp(AmCp)DopDo 
1.400 - 


See Lincoln 


0.054 A 
0.543 


X Lo 
0.300 - 
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VE 

O 


COMNfLINITY. SEWEtl 
OR 

SANJTv^Ry DISTRICT 
INSTJI'IJTION 


THEDPORD 
Taun3To:i 
TfLDEM 

Itrehtoji 
UEHLraO 
ULlfSSES 
jUWADILLA 
UTfCA 
VALENTINE 

Valley 

VERDIGRE 

Vaco 

VAUOO 

WAKEFIELD 

WALTiriLL 

■WATEHLOD 

IWAUMETA 


lORAIiV 

ACiC 

BASIN 


UR 

8 

MR 

8 

m 

8 

|k!R 

11 

MR 

0 

MR 

11 

MR 

12 

MR 

11 

MR 

5 

MR 

6 

MR 

5 

MR 

U 

w 

8 

UR 

0 

|uR 

12 

UR 

6 

UR 

11 


Suh 


10a 


WATRR- 

COURSH 

MH.I;AGK 


.STATE 

YEAR 


NEBRASKA 

f , j 

1 1962 

mwi 10 of u 


DISCHARGI- 

TO 


11 


|p103‘67,5- 

135 

|P33.4-^3*0 

18 

P33.4-174»S 


K169,2^ 

362*4 


K142.5-246 


jlTAUSA 

MR - 

P33.4 

1 

8 - 

-141*8-50 

VAVERLY 

UR - 
8 - 

- 

TAYNE 

HR - 
G - 

PSJ.-l-M.O 

-60-9.6 

WEEPING WATER 

UR - 
12 - 

U585*0-25 

WEST LINCOLN 

HR - 
8 - 

- 

WESTERK <V) 

MR - 
11 - 

X 

rESTOW 

MR - 
8 - 

P26. 4-2.0- 
33,2 

TEST POINT 

KR - 
a - 

P33*4-75.5 

riLBECl 

MR - 
U - 

K142.5- 

167.1 

riLCOX 

UR - 
11 - 

- 

riNNERAQO 

HR - 
12 - 

H746-4.5-a 

inside 

MR - 
8 - 

P33*4-43.fl 

-60-19*4 

ISNEfl 

UR - 
8 - 

P33. 4-98.3 


N146.4 
P33. 4-15.1 
N5-9 


|P26, 4-2.8- 
25 

P33. 4-43.8 
-60 

M746-4.5-17 

P33.4-13 

K169.2- 

35U6-42.3 


MlddLd Loup nivar 
Creek to Logan Crook 
Klkkorn River 
Republican River 
Land 
Dig Blue River 
Land 
Land 

Minneohaduza Creek 
ElkEiern ftlvor 
Vordtgre Creek 
Lend 

li¥ahoo Creek 
Logaa Creek 

! 

Omaha Creek 

eikhorn River 

Frenahnati Creek 

Crook to North Branch of 
Rlkhorn River 

Lagoon 

South Fork of 
I.OBTon Creek 

Weeping Water Creek 

Sait Creek 

Drainage ditch to 
intermittent croek 
Wahoo Greek 

Eikhorn River 

Big Blue River 

Land 

[Omaha Creek 


[south Fork of 
■oa-an Creek 
Eikhorn River 


PJ:. fllOD) 


UN- 

TREATED 

WASTI* 


DIS- 

CHARGED 

WASTE 


13 


250 

250 

140 

140 

050 

850 

850 

500B 

220 

0 

300 

0 

230 

0 

540 

25S 

3^500 

2,500 

1,400 

600E 

570 

380S 

130 

0 

5,460 

5,460 

1,150 

1,150 

840 

840 

500 

350E 

900 

900 

750 

250 

500 

6,l4f‘ ^ 


435 

65 

150 

150 


1,300 

500B 

240 

0 

400 |0 
400 


400 

400£ 

1 , leo 

l,L80E 


REMARKS 


165 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATR 

^JiAK 

1 

NEBRASKA | 

1 1962 1 

J'Ard: lU 


NEBRASKA 


Cccvrjriity or facility 
;-r-::'Vldlr.>; ecvijir service 

Gi^u\ 


Communities and/or 
facilities aervod 

Western (V) 

Balaton 



iNWf\jn uMixui/ 


The data for this State have been collected 
with the helpful cooperation of the; 


North Dakota State Department of Heolfh 
Environmental Health and Engineering Services 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 

1 

NORTH PAKOTA 

1962 

1 PAGE 


2 of 1 


OR 

SANITARY DISTRICT 
INSTITUTION 


I 


DICKINSOM 

D0DG5 

DOtXJLAS 

DRAKE 

DRAYTOM 

DUNN CENTER 

DUNSEITH 

EAST FAIRVIEf 

EDGELEV 

EDINBURG 

EDJIORE 

ELGIN 

ELLENDALB 

ENDERLIN 

ESNOND 

fairdale 

FAIRNOUNT 

FARGO 

FESSENDEN 

FINLEY 

FLASHER 

FUXTON 

FORBES (V) 

FORDVILLE 

FORIiAN 

FORT LINCOLN 
FORTUNA 
FORT YATES 
QACKLE 
GARRISON 


COUNTY 


Stark 
Duna 
Ward 
MoHenry 
Pembina 
Dunn 
Rolette 
NoKenzia 
iLa Uoure 
taUh 
Ranaey 
|Grant 
Dickey 
|Ransom 
Benaoa 
Walsh 
R1 oh land 
jCaas 
Wells 

E teeU 
or ton 
urlre 
Dlokey 
Walsh 
Sargent 
Burleigh 
Divide 
Sioux 
Logan 
UcLean 


19<50 

Population 


Estimated 

Population 

Served 


9,^71 

2se 

210 

75i 

940 

250 

X,017 

200 

992 

330 

405 

944 

l,80d 
1,596 
420 
126 
503 
46)662 
920 
808 
515 

375I 

138 
367 
530 
150 
105 
900 
523 

1,794 


8,970 

200 

200 

1,05C 

910 
200 
870 
( 35 )| 


R b 
5:1 15 
w cJ o 

iisi 


Dcs'd 

For 


8 I 0,45q 
S 
S 

Cl 

s 


X 

X 


8501 

310 

380 

600 


1,530 

1,480 

380 

110 

620 

47,000 

720 

770 

390 

35ol 

140 

310 

460 

200 

L60; 

550i 

500 

l,400| 


S I 0.012i 

s 

X 

c 
s 
s 


Average 

|OailyrFlowj 

MGD 


TRnATMHNT FACIMTIRS 


TREATMENT 


P.E, 

(loop's) 


0* 

10 

X 

0 . 

X 

0.300 

0,300 

3.530 


S I 0,350| 
C 

c 

s 1 X 

X 

X 

3.5001 

X 

X 

8 I 0.015 

X 

8 


X 

X 

X 

X 


0,0401 

0,400 

0,05(J 

i.ood 


0.122 

1,430| 

X 

0,500] 

X 

0,500| 

0.500 

1,000 

X 
X 

0,130 
1,530| 

X 

O. 900 I 

X 

O.lSOl 


3,450 

35,000 

0,120 

1,410 

0.036 

0,600 

0,050 

0.500 

0 , 060 | 

O.7I0I 

0,010 

0.I3B 

0,040 

0,470 

0,050 

0,400 

0.010 

0,150 

X 

0.200 

0,056 

0.500I 

0,035 

0.600 

o.iiol 

1,2501 


8 


Lo 
ho 
ho 
ho 
None 
ho 
Lo 

SO 0 Falrvlew , Montana 

Lo 

Lo 

Lo 

Lo 

Cs 

Lo 

Lo 

Lo 

Mono 

ShgCnFtnDhBo 

Lo 

Ci 

Lo 

Lo 

Lo 

Lo 

Ca 

Lo 

Lo 

ShCiBo 

CiBo 

Lo 
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1 

2 
1 

4 

5 

6 
7 
i 

9 

10 
11 

12 

U 

14 

I) 

16 

17 

n 

19 

20 

21 

22 

n 

24 

2i 

26 

27 

20 

29 

iO 
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GLENQURjf 

* GLEN ULLIM 

^ OOLDEM VALLEY 

* OOLVA 

’ GOO^R[CH 

* ORAnON 

’ OHANO FORKS 
® GRANVILLE 
® QREMORA 
‘0 iWIHNER 
'* ItALLIOAV 
HANKIKSON 
IIANNAFORD 
« HARVEY 
>! IIAHOH 
lA IIAZBLYON 
■7 IIAZEH 
IK ilEBROH 
19 IIETTINOBR 
19 HILLSBORO 
21 liOOPLB 


INVENTORY OF MUNICIPAL WASTE FACILITIES 

__ 

NORTJC DAKOTA 


P.E (BOD) 

f ijNU ' 

' TREATED 
WASTE 

DIS^ Ig 
CHARGED 
WASTE »"< 


HR - X Sdven Mile Creek 

? - - 

HR - «i373*3-‘63 Huddy Creek 

3 - 48 



MR - X Spring Creek 

3 - « 

MR - - Lagoon 

3 - , 

UM “ R273-557 Sheyenne River 

I ^ ^ 

UM - fl67-30 Park River 

1 ^ . 

UH - IsUO Red River 

1 - 



HOPE 1 

HU 

L 

« 

[5UNTER 1 

JM 

L 

24 

JAMESTOHN 

UR 

6 

21 

KEENE 

MR 

3 

26 

KCNUARB 

MR 

3 

17 

KILLDEEA 

MR 

3 

IS 

KINDRED 

UU 

1 

29 

KLUM 

UR 

6 

50 

UKOTA 

MR 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


NORTH DAKOTA 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


u uoune 


LANQDON 

LANSFORD 


LARmORE 


* LEEDS 
^ LIIXJERirOOD 
^ LIGHnc 
* LIMTOM 
^ LISBON 

litckvillb 

“ WC CLUSKY 
MC VILLB 
MADDOCK 
MAKOTI 

15 UANDAN 

16 IIARHARTR 



IS WAYVIUE 

19 NBDINA 

20 uicHiaAK cm 


21 SILHOR 
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PAGE 5 rj 

sIE 

-y. 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGE 

BASIN 

WATER. 

COURSE 

MILEAGE 



P.E (BOD) 

11 

1 

7 

: 

[ 



DISCHARGE 

TO 

HBSH 

■Ma 

I 

REMARKS 

1 



II 


"9 ~ 

m 

ITWI 

n 

12 

■■kmb 

m 



MEff ENOLAMD 

UR 



Lagoon 

1,74 

1 




3 

- 

- 






flEff LEIPZIG 

UR 

- 

M1333,4- 

Dry oreek to 

40( 

4 




3 

-* 


Cannonball River 

30C 




NEf noCKPORD 

UR 


J665 

James Rlvor 

2,30C 

4 




6 

- 

- 


2,30C 




NEV SALEM 

UR 

- 


Lagoon 

e9c 

7 




3 

- 

. 


c 

_ 



NEiff TOWM 

UR 

- 

- 

Lagoon 

l,OOC 

7 




3 

“ 



c 




NOOMAM 

UR 


S8-22 

Creek to 

380 

4 




3 

- 


Lonsc Creek 

380 




NORTH»OOD 

uu 

- 

- 

Lagoon 

1,110 

7 




1 


- 


0 

- 



OAKES 

MR 

- 

J484 

James River 

2,000 

0 




S 

- 

- 


2,00() 

* 



0SNA3R0CK 

JU 



Land 

250 

7 








0 

- 



PARK RIVER 

JU 



Lagoon 

15»0008 

1 








0 

. 



PARSIIALL 

UR 

- 

^1525-31 

Dry Creek to 

730 

7 




3 

- 

“ 

Shell Creek 

0 

« 



PEMBINA 

JU 

- 


Pembina River 

515 

7 








0 

. 



PETER38URQ 

UU 

- 


Land 

250 

7 




1 

“ 

- 


0 




PU2A 

UR 

- 


Lagoon 

350 

7 




3 

- 

- 


0 




PORTLAND 

UU 

- 

- 

Lagoon 

500B 

7 




- 

“ 

“ 


0 

- 



PO'XERS LAKE 

MR 

- 

- 

Slough 

320 

4 




3 

- 

“ 


300 

- 



RAT 

UR 

- 

- 

Overfloir to land 

460 

7 




3 

- 

- 


0 

- 



REEDER 

MR 

- 

X 

Creek 

290 

7 




4 

- 

- 


0 



F 

REGENT 

MR 

- 

!41333»4 

Cannonball River 

350 

4 




3 

- ! 

"239.1 


300 



I 

RICHARDTOM 

UR 

- 

M1440.6-62 

Dry Run 

60C 

4 




3 

- 

"60 

- 

42C 



L 

riverdale 

UR 

- 

U1455 

Missouri Rlvor 

2,000 

7 




3 

- 

- 


0 



S 

ROCK LAKE 

UR 

- 

-* 

Land 

310 

7 




3 

“ 

*“ 


0 

- 



ROLETTE 

UR 

“ 

- 

Lagoon 

400 

7 

^Censiderable greund vater 



3 


“ 


0 


Infiltration » 

4 

HOLLA 

UR 

- 

- 

Lagoon 

1,10C 

7 




3 

- 

- 


0 

- 


5 . 

RUGBY 

UR 

- 

- 

Land 

3., 600 

4 




3 

- 

- 


1,800 

- 


a 

RYDER 

UR 

: - 


Land 

390 

7 




3 

- 



0 

- 


7 

SAINT THOMAS 

UU 

- 

- 

Land 

573 

7 




1 

- 

“ 


0 

.. 


B 

SCRANTON 

MR 

- 

- 

Lagoon 

350 

7 




- 

-* 



0 

- 


5> 

SELPRIDOE 

MF 

1 “ 

X 

Creek 

320 

7 




3 

*- 

- 


0 



O 

SHERWOOD 

UR 

- 

X 

Deep River 

490 

7 




3 


■* 


0 
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COMMUNlT\' SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

19(50 

Population 

Estimated 

Population 

Served 

S 

AS 

ww 

AVERAGE 

DAILY FLOW 
MGD 

KjSQII 

TREATMENT FACIUTIES 



LINS 

NO. 

Average 

OailyFlon 

MGD 

TREATMENT 

P.B, 

(lOOO's) 




3 

4 

$ 

6 

7 



SHBTENSE 

Eddy 

422 



X 

X 

Lo 

1 



- 

- 


- 

0*460 



SOURIS 

Bottineau 

212 

20G 

8 

X 

X 

Lo 

2 



- 

- 

B 

- 

0*300 



SOUTH lEST FARGO 

Ceas 

3,326 


B 

0*200 

0*620 

Lo 

3 




- 

- 

- 

7.290 



STANLEY 

Uountrall 

1,795 

1,690 

c 

X 

0*120 

Lo 

4 



- 

- 

- 

- 

X 

_ 


STANTON 

Kercer 

409 

500 

s 

X 

- 

Nona 

5 

STARKWEATHER 

Ransey 

223 

200 

8 

X 

X 

Lo 

6 



- 

*• 

- 

•* 

0*250 



STEELE 

Kidder 

847 

780 

S 

X 

X 

Shell 

7 



- 

- 

- 

- 

0,700 



STRASBURO 

Eniaona 

612 

520 

3 

X 

0.150 

Shell Bo 

6 



- 

- 

- 

- 

1.500 



STREETER 

Stutsoiaa 

491 

500 

8 

0*040 

0.150 

ClI 

9 



- 

- 

- 

- 

1*500 



TAtLOR 

Stark 

215 

180 

S 

X 

X 

Lo 

10 



- 

- 

- 

- 

0.360 



TIOOA 

fil liana 

2,087 

1,880 

X 

X 

0.070 

ShClBo 

11 



- 

- 

- 

- 

1*000 



TOLMA 

Neiaon 

291 

250 

8 

X 

X 

Lo 

12 



• 

- 

- 

- 

0.300 



TOWER CITY 

Casa 

300 

250 

S 

X 

X 

Lo 

13 



« 

- 

- 

- 

0.450 



TOIMER 

UoKenry 

948 

600 

c 

X 

- 

Nona 

i H 

TURTLE LAKE 

RoLean 

792 

600 

s 

X 

0.060 

Lo 

15 



“ 

- 

- 

- 

0.720 



TUTTLE 

Kidder 

255 

220 

s 

X 

X 

Lo 

16 



- 


- 

- 

0.620 



UNDERWOOD 

UdLean 

619 

800, 

s 

X 

0*240 

Lo 

17 




i 

- 

- 

2*860 



UPRAU 

UoHenry 

333 

290 

s 

X 

X 

Lo 

18 



• 

*• 

- 

- 




VALLEY CITY 

Barnea 

7,809 

7,030 

c 

X 

1*180 

Lo 

19 



- 

- 

- 

- 

13.900 



VELVA 

HoHanry 

1,330 

1,260 

c 

X 

- 

None 

2D 

WAHPETOM 

Rich land 

5,876 

4,700 

c 

X 

0*700 

Lo 

21 



- 

« 

- 

- 

8.230 



WALHALU 

Panblna 

1,432 

1,000 

c 

X 

- 

None 

22 

WASHBURN 

RoLean 

993 

1,200 

c 

X 

- 

None 

23 

WATPORO CITY 

UoKenale 

1,865 

1,660 

s 

0.070 

O.lOO 

Lo 

24 



- 

- 

- 

- 

1.500 



WEST FARGO 

Caas 

93 

120 

s 

X 

- 

None 

25 

WESTHOPE 

Bottineau 

824 

740 

8 

X 

- 

None 

26 

VILDROSB 

f 11 liana 

361 

400 

8 

X 

X 

Lo 

27 




- 

<- 


EKES 



fILLISTOM 1 

Wllliana 

11,866 

9,610 

0 

X 

0.800 

Lo 

! 28 



- 

- 

“ 

- 

9.410 



WILLOW cm 

Bottineau 

494 

410 

s 

X 

X 

Lo 

29 



- . • 

- 


- 

0.700 



flLTOIl 1 

ioLean 

739 

500 

c 

X 

X 

ClBo 

30 



“ 

■ . 

- 

- 

l.OOO 




"state 

YEAR 

NORTH DAKOTA 

1962 


180 
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STATE 

1 YEAR 



NORTH DAKOTA 

1 1962 1 





DRAIN 

Anr 



P.R. (BOD) 


5 


COMMUNITY. SEWER 






J . 

i 



WATER- 

DISCHARGE 


Ik 


Line 

wo. 

OR 


— 

IHN 


SANITARY DISTRICT 



COURSE 

MILEAGE 

TO 


II 

\ REMARKS 


INSTITUTION 

303 


DIS- 

^ ' 




■ 



CHARGED 






■ 



WASTE 

0L4< 



9 


m 

n 

U 

13 

IIQ 


i 

SHEYENNQ 

uu 


X 

Sheyenne River 

36C 

1 


2 


1 

- 

- 


C 

- 



SOURIS 

m 

- 

X 

Goutidary Creek 

20c 

7 




3 


- 


G 

« 


3 

SOUTH WEST FARGO 

uu 

- 

R273-26 

Shayenno River 

1,600 

7 


4 


1 


- 


.0 

- 



STAJILEY 

UR 



Lagoon 

1,520 

7 




3 

- 

- 


0 

- 


5 

STANTON 

K 

- 

SIH40.6- 

Knife River 

500 

0 




3 


D.5 


500 

« 


£ 

STARKWEATHER 

iIR 

- 


Land 


7 




5 

- 






7 

STEELE 

IR 


- 

Land 


4 




3 





- 


a 

5TRA3BURG 

IR 



Land 


4 




5 





- 


9 

STREETER 

^R 



Land 


4 


10 


& 

- 

- 





TAYLOR 

UR 

- 

X 

Spring Creek 

180 

7 




3 

« 

- 


0 

- 


11 

TIOGA 

UR 

- 

Hl590*-34 

Snail Creek to 

1,000 

4 




3 

- 

- 

Beaver Creek 

800 



ti 

TOLNA 

UU 

- 

- 

Lend 

250 

7 




1 

- 

- 


0 



13 

TOWER CITY 

uu 

- 

X 

Uaple River 

250 

7 




1 

- 

- 


0 



14 

TOWNER 

UR 

- 

S102 

Souris River 

1,600 

0 




3 

- 

- 


1,600 



15 

TURTLE LAKE 

UR 

- 

- 

Lagoon 

2,100 

7 




3 

- 

“ 


0 

- 


16 

TUTTLE 

UR 

- 

. 

Land 

220 

7 




3 

- 

- 


0 

* 


17 

UNDERWOOD 

UH 

- 

UU46-15 

Dry Creek 

BBO 

r 




3 

- 



0 

- 


18 

UPKAU 

UR 

- 1 

X 

Cut Bank Creek 

290 

7 




3 

- ! 

- 


0 

- 


19 

VALLEY CITY 

UU 

- 

R273-253 

Sheyenne River 

8,570 

7 




1 


- 


0 

- 


20 

VELVA 

UR 

. 

5178 

Souris River 

1,320 

0 




3 

- 

- 


1,320 

- 


21 

fAHPETOH 

UU 

- 

R392 

Red River 

4,240 

7 




1 

- 

- 


0 

- 


22 

WALHALLA 

UU 


R3’'8R 

Pembina River 

1,100 

0 




1 

- 



1,100 

- 


25 

WASHBURN 

HR 

_ 

UL418«3 

Ulsaouri River 

1,200 

0 



3 

- 

- 


1,2001 

- 


24 

WATFORD CITY 

UR 

- 


Ugoon 

1,300 

7 




3 

- 

- 


0 

- 


25 

WEST FARGO 

UU 

- 

X 

Sheyenne River 

X 

0 




1 

« 

- 


X 

- 


26 

WESTHOPE 

UR 

- 

S15-3 

Small Creek to 

500 

0 



3 

- 

- 

Souris River 

500 

- 


27 

WILDROSE 

UR 

- 


Lagoon 

400 

7 




3 

- 

- 


0 

- 


28 

WILLISTOH 

UR 

- 

U1644.S 

Ulssourl River 

6,810 

7 



3 


- 


0 



29 

WILLOW CITY 

UR 

3 


X 

fillov Creek 

410 

0 

7 


30 

WILTON 

UR 

3 


UI380-24 

Burnt Creek 

640 

450 

4 
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INVENTORY OF MUNICIPAL WASTE FACIUTIES 


gmniii 


[year 




196a 

PAGE 


OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


19^0 

Populauan 


Esrimactd 

Population 

Scfvtd 


S§ 

^ is 

S a IS 


Average 

jDailyFIowj 

MGD 


Dcj'd 

For 


TREATMENT FACILITIES 


TREATMENT 


P.E. 

{iooa*s) 


LlW 

nO 


IIUBLE:D0!f 

tma 

WI3HEK 

ZAP 

ZEELAND 

JAMESTOHM 
S'tatft Hospital 
MANDAN 

Stftio Training Sch, 
BAM HAVEN 

Stata T. B. Hoapital 


Barnes 

Burleigh 

Holntoah 

Heroer 

Molntoah 

Stutsisan 

Horton 

Rolette 


40S 
. 303 
l,Z90 
339 
427 


35C 

270 

1,250 

300 

500 

2,375 

250 

300 


X 

X 

X 

0.030E] 


z 
X 
X 

0.490 

0.100 

1.500 

X 
X 

0.0201 

X 

O.4B0 

5.620; 


08 

Lo 

Lo 

ClBo 

ClLo 

Lo 

None 

ClBo 


1 

2 
5 

4 

5 

6 
7 
fl 
9 

lO 


M 

U 

13 

l-f 


13 

t6 

IT 

IM 

ig 

11 

23 

23 

3-1 

35 

26 

At 

2(9 

>9 

3o 
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LINE 

NO. 


COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN 

AGE 

BASIN 


10 


WATER* 

COURSE 

MILEAGE 


11 


STATE 

1 YEAR 

1 PA(ii- 7 of 7 

WORTH DAKOTA 

1962 



DISCHARGE 

TO 


12 


P.E. inOD) 


UN* 
TREATED 
WASTE 


DIS 
CHARGED 
WASTE 




REMARKS 




1 

2 

3 

4 

5 

6 

7 

8 
9 

10 

11 

12 

13 

14 

15 


HIUBLEDON 

WIMO 

WISHBK 

|2AP 

|JAjJE:ST0'4N 
jstatg Hospital 
MANDAM 

iState Tralaln)? Sch. 
SAH HAVEN 

[State T* B, Hoapltel 


R273-276-29 


U1440.6- 

38*6-lX 


h p577 

111373,3-8 
S57-55 


BaldhllL Creek 
Land 
Lagoon 
Spring Creek 
Lagoon 
James River 
Heart River 
Willow Creek 


600 

500 

270 

0 

1,490 

O 

300 

200 

500| 

0 

2,375 

0 

550 

550 

300 

250 


16 

n 

18 

19 

20 


21 

22 

23 

24 

25 

26 

27 

28 


2Q 









The data for this State have been collected 
with the helpful cooperation of the: 


South Dakota State Department of Health 
Division of Sanitary Engineering 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

SOUTH DAKOTA 


line 

No. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 

institution 

DRAIh 

AGE 

BASt^ 

J- 

i WATER. 
COURSE 
MILEAGE 

DISCHARGE 

TO 

P.E. (HOD) 1 


Ma 

Mi 

Su 

DIS- = ^ 

CHARGED 
WASTE 


9 

ini: 

IfE! 


12 

■■■onmia 

t 

ABERDBEW 

Mf 

- 

J378-43 

Uooasdln Creek 


3 


6 

- 

- 




ARASKA 

MB 

- 

MRI225E-XX 

Svan Creek 

ed7 

5 

alcester 

4 

MR 


BS4l.a~20 

Brule Creek 

MB 

4 


7 

- 

•* 


75E - 


ALEXANDRIA 

UR 

- 

J124-6 

Pler*'<i Creek 

700E 4 

3 


6 






ANDOVER 

MR 

- 

J33e-4r 

hiiiX Creek 


6 


6 






arlinqtcn 

UR 

- 

X 

Small Creek 


7 


7 

- 





ARMOUR 

MR 

- 

M897-55 

Choteau Creek 


s. 


4 

*• 





ARTA3 

MR 

- 

MR1275E-XX 

Spring Creek 

85 7 



4 

- 



X 


artesiam 

MR 

- 

J170-10 

Small creek 

320B 0 



6 

- 



320B - 


ASHTCN 

UR 


J315 

James River 

150E 0 



6 


- 


150E - 


AVON 

HR 


1897-10-10 

Choteau Creek 




1 





1 2 

8ALTI0 

<R 


IR762.3- 

Big 3toux River 

270 7 





IS30B 



13 

OELLB FOUACHB 

MR 


U1163.6- 

Belle Fouroho River 




4 


115.6-150 


1 


BERESFORD 

UR 


HB06a-33- 

Ash Creek 

Z,730E 7 



12 


15 


150fi - 1 

.5 

arsoK 

m 


11230,5- 

Thunder Butte Creek 

4508 1 





L69.5-45 




B0NE3TEBL 

<R 


(941-10 

North Scalp Creek 

450 7 




- 



K 

7 

BOIDLB 

m 

1 

1228-50 

Swan Creek 

6705 7 




- 



508 - 

a 

BRIDGEWATER 

m 

J 

183-23 1 

ffolf Creek 

6908 0 




- 



6908 - 


BRISTOL 

HR 


1 

Landlocked lake bed 




b 




2008 - 

£0 

BRITTON 

HR 


1 

Landlocked lake bod 

2,000 7 



b 




0 - 

21 

BROOK INOB 

HR 

1 

3S27B-4 1 

51x Mile Creek 

10,500B 7 



7 




1,6008 - 

22 

BRYANT 

UR 


- 

Landlocked slough 

5208 - 



7 

- ■ 

- 


4008 - 

23 

BUFFALO 

HR 

- ! 

U 1253. 6- 

South Fork Grand River 

650 7 



4 

- 

209-17 


c 

24 

BURKE 

HR 


M940-30 

Branch of South Fork of 

975 7 



4 


- 

Whetstone Creek 

X 

23 

CANISTOTA 

UR 

- 

Ma06.l-70- 

Small creek to West Fork 

0008 4 



12 


36 

of Vermillion River 

6008 - 

2 <S 

CANOVA 

HR 

- 

MH634,b-S83 

Creek to «olf Creek 

240 7 



6 

- 

-50E 


X 

27 

CANTON 

UR 

- 

BS127.1 1 

Big Sioux River 

2,500 7 



7 

- 

- 


X 

28 

CARTHAOE 

UR 

- 

J 188-37 

Redstone Creek 

3608 4 



6 

- 

- 


2508 - 

29 

CA3TLEWOOD 

UR 

- 

88335 

Big Sioux River 

1,030 7 



7 

- 

- 


X 

30 

CENTERVILLE 

MR 

- 

M806a-40 

iVarmlUlon River 

6708 7 



12 

- 



X 


1962 


PAr.E 1 of 7 


REMARKS 


15 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


OR 

SANITARY DISTRICT 
INSTITUTION 


CHAM0ERLAIH 

CHANCELLOR 

CLAREUONT 

CLARK 

CLEAR LAKE 

COLUAN 

COLOUR 

COLTON 

CONDE 

CORSICA 

CRESBARD 

CUSTER 

OEAOWOOD 

DELL RAPIDS 

DE SUET 

DOLAND 

DUPREE 

EAGLE BUHE 

EDEN 

EDCCUONT 

ELK POINT 

ELKTON 

EUERY 

ESTELLINE 

EUREKA 

FAITH 

FAULKTON 

FLANDREAU 

fort PIERRE 

FRANKFORT 


Fall River 

Union' 

Brookings 

Hanson 

Hamlin 

UoPherson 

Heads 

Faulk 

Woody 

Stanley 

Spink 


1 Dcs'd 
S ^ I For 

I960 Esiimatcd ^ u> 2 

.pularion Popuktion ^ 

Smcd ciiS g 2 O 

> < 0| P-K. 

<Q't \ (lOOO’s) 


STATE 

YEAR 


1 Q 62 


TREATMENT PACILITIKS 

TREATMENT 


Brule 

2,591 

2,55C 

Turner 

214 

200 

Brovn 

247 

240 

Clark 

1,464 

1,460 

Deuel 

1,137 

1,135 

Woody 

505 

500 

Tripp 

398 

380 

Winnehaha 

593 

5B0 

Spink 

308 

380 

Douglas 

479 

470 

Faulk 

229 

225 

Custer 

2,105 

3,500 1 

Lavrenoe 

3,045 

4,100 1 

Minnehaha 

1,863 

1,850 

Kingsbury 

1,324 

1,300 ( 

Spink 

481 

480 £ 

Ziebaoh 

548 

540 S 

Devey 

495 

1,200 S 

Uarahall 

136 

125 S 


3-35C| : 

0.030 Lo 

0.020 ^ 

0.040 Lo 
0.260 « 

0.120 Cm 
1.500 « 

0.250 Lo 

1.200 , 

0.060 

0,800 ^ 

0.060 Lo 

0.400 ^ 

0.070 Lo 
0,620 

0.400 Lo 
0.500 ^ 

0.080 Lo 
0.600 


M WUWUU- 

3.500 ^ 

None 


l.OOO „ 

None 


0.600 . 
0.400 T„ 
1.900 „ 


CmDohmrBo 


0.250 , 

1,760 8 0.200 0.300 l6 

0.200 . 

1,350 3 O.lOO 0,200 Lo 

1.600 _ 

620 S 0.040 0.067 oino 

0.900 . 

500 S 0.040 0.030 (..go 

0.400 _ 

720 3 0.050 0.066 gig 

* - - 0,600 
«,550 8 0.120 - 


0.100 r 


^ 580 C3 0.040 O.W ciFtnBo 

1,050 S 0.080 0.060 Le 

0.900 

2,100 S O.IBO 0.200 ShCpFtrCpDrBo 
2,500 8 0.150 - 

230 C 0.015 - h' . 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY, SnWER 

LINE 

SANITARY DISTRICT 
INSTITUTION 


FREDERICK 
^ freeiiam 
^ qarretson 

GARY 

’ GBDDES 
^ GETTYSBURd 
’ OLENHAIl 
® GREGORY 
^ GROTON 
HARTFORD 
HAYTI 
HECU 
HERREIO 
HIGHMORE 

15 HILIi CITY 

16 HOSRER 

n HOT SPRIMQ3 

18 HOVEH 

19 HOWARD 

20 limDSOH 

21 HUMBOLDT 

22 HURLEY 

23 HURON 

24 IPSWICH 

25 IRENE 

26 IROQUOIS 

27 ISABEL 

28 JAVA 

29 JEFFERSON 

30 KAOOKA 


DRAIN 

AGE 

BASIN 

WATER- 

Maj. c . 
Min, 

COURSE 

MILEAGE 

10 IOj 

i II 


DISCHARGE 

TO 


MR - J429-45-5 Maple River 

6 - - 

MR - H806-1-38- Turkey Ridge Creek 

12-34 

MR - BS154-25 Split Rook Crook to 
7 ^ « Biff Sioux River 

Ull ^ X Laughing Hater Creek 

4 - « 

MR - M934-12 Pease Creek 

4 - ^ 

UR - ML 138*60 Okobojo Creek 

4 • 

MR - MRl240E-rx Blue Blanket Creek 

4 - - 

MR - «89L*6-75 Ponca Creek 

5 - - 

MR - J338-56 Uud Creek 

6 - « 

MR - BS16K2-1Q Skunk Creek 

7 * ^ 

ym X Wactevay from Harsh I 

7. - - 

MR - MR834,6- Janes River 

6 - J450E 

MR - M1284-18 Spring Creek 

4 - - 

MR - J392'120 Turtle Croak 

6 - - 

UR - Ull63*8r Spring Creek 

4 - 170.7-60 


Uud Creek 


Waatevay from Harsh Lake 
James River 


Spring Creek 
Landlocked slough 


4 - » 

UR - Ml 163. 8- Fall River 

4 - 236-6 

UR * Ml 138-100 Okobojo Creek 

4 ^ - 

UR - UD06#l-70* East Branch oY Weat 


12 - 66 
UR - B393.7 


Verttllllon River 
Big SlouK River 


P.E, (BOD) I 

UlJ ^ 

TREATED 

WASTE 

DIS- 

CHARGED 

WASTE 


375E 0 
375£ - 
U600E 7 
150E - 
B40£ 7 
80E - 

460E 2 
320E - ; 
370E 7 

1,940 7 

12C 7 

l,450E 4 
1,IOOE - 

1,0601 7 
lOOL - 
680E 7 
125B - 
400 7 


760B 2 
500E - 
l,070B 0 
l,070B - 
410 7 

430B 7 
300E - 
4,900 7 
450 - 


I,200E 7 


REMARKS 


lUR - BS161.2 t 20 Skunk Creek 

UR - UBOb. 1-55-5 Small creek to 

12 - ^ Vermillion Rlv 

UR - J222 James River 

6 - - 

UR - J300-90 Small creek X< 

^ ^ _ Mixon River 

UR - U806. 1-6-17 Drainage Dltcl 

12 - -10-3 Turkey Creek 

MR r Jai2-3-27 South Fork of 

L « Pearl Creek 

HR - Hia30,5- Red Earth Cre 

4 - U8.5-25 


Vermillion River 
James River 


UR - MR775B Hiaaourl River 

4 - - ^ 

UR - 1*1116.4- Tributary of flLlov Creek 

4 - 114.5-20 ^0 8®*^ River x 


42,700** I *81,000; **16,400 in fall and 

8,600** - early vlntor. 


Small creek -to 

1,100E 

Mixon River 

200E 

[)ralnago Ditch if 1 to 

3605 

Turkey Creek 

60E 

South Fork of 

380E 

Pearl Creek 

300B 

Red Earth Creek 

4B0B 

50E 

Swan Creek 

400S 

280S 
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W2 



INVliN'rORV OF MUNICIPAL WASTE FACILITIFS 


flOUTH DAKOTA 


IWl (liOf)) I 


1962 FMCJJ! Ji 














INVENTORY OF MUNICIPAL WASTE FACILITIES 








INVI-NTOUY OF MUNICIPAL WASTIi FACILITIFS 


flOUl'II DAKai’A 


nuAlN 

{:()N(MUNn-v. svAvm hasjn 
OR 

SANITARY DIsriUCT 

iNs’irnnioN ^v' ‘ ‘ 


NKtf mmmm 

^ N ISLAND 


\ - UU 63 .Q<- PoQdman Creek to 

1 flnilo P'otiroho Ktvor 

- MIUI 604 IJ BoxoUlor Crook 

- CHU 1 > 2 - 20 G 

• UUCIS.C- BoUo Fouroho Rivor 

- 11546-120 

- Land looked o lough 


1962 PA(in 5 of 7 



PARKER 
^ PARK 3 T 0 N 


^ PrCKSTON 
PIERPONT 
PIERRE 
PLANK INTON 
*3 PLATTE 
POLLOCK 

15 PRESHO 

16 PUKffANA 

17 RAPID cm 

IH REDFIELD 
19 RELIANCE 


20 hoscoE 


21 ROailOLT 

22 R03LYN 


Draw to Cottonwood Lnko 

MQOG^l-yo-d Hoflt Fork of 

VorwlUlon Rtvor 
U 006 «l‘* 70«4 Pony Crook 

U 111641 -I 27 Dad Rivor 


M330-40 


MU 17.5 


Ulsflourl Rivor 


Mlaaourl Rivor 
I Rolow Oaho Dam 

Orow to Enemy Crook 


M 956-15 Tributary to 

- Plntto Rivor 

Ml 284 ~lO Spring Crook to 
Oftho Roaorvolr 
M 1067^50 ModLolno Crook 

H 1012 . 9-30 Amorloan Croek 


Ml 163 . 8 - Rapid Creek 

166 . 2 - 43.3 

J 292.2 Turtle Crook 

4 R 1000 E American Crow Croek to 

Fort Randflll Roaorvolr 
J 300 -L 0-20 Mixon Rivor to 

-00 jQfflee River 

fl 394 - 32-5 Cottonwood Slough 


1 , lOOE 7 

200s - 

1 , 800 E 7 
200B - 

1 ,U 0 7 


lO,OOOE 0 
lO.OOOE - 

640E 2 
450 F - 

1 , 150 B 7 
250 S - 
OOOE 7 


45,OOOB 7 
7tOOOE - 

3,540E 7 
200B - 
200 7 


23 SAINT LAWRINCfi 


Turtle Creek 


24 SALEM 
23 SCOTLAND 


Mn 06 .l- 7 O Snake Crook 
-43 

J 33“6 Dawoon Creek 


1 , 100 E 4 
70 OR - 
U 400 B 7 


26 BELQT 


U U 1229'20 Swan Creek 


27 SIOUX FALLS 

28 OIC 3 ETOM 

29 BPEARFI 8 H 

30 SPENCER 


Dig Sioux Rivor 


Little UinnoQota River 


- J 03-47 


DpeorIlsU Greek 


nnolf Crook 


325,000 7 
13,500 - 
3 , 300 E 7 
200E - 

3 , 650 B 7 wiiU 63 . 8 -U 5 . 6 -H 8 . 2 - 9 . 7 - 9.7 

700 B - 
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COMMUNJTYjSFAVER 

OR 

SANITARY DISTRICT 
INSTITUTION 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


I960 

Populaiion 


SPRINOnCLD 

ETICiCNGr 

STURGIS 

SUMMIT 


Bon Iloas 
Aurora 
Ueade 
Roberts 
Bon llomce 


TIMBSR LAK8 

Devoy 

TRIPP 

Hutchinson 

TYNDALL 

Bon Hoone 

VALLEY SPRINGS 

Uinnohaha 

VEBLEN 

Marshall 

VEBUILLION 

Ctay 


STATE 

YEAR 


SOUTH DAKOTA 

1962 

PAGE 6 of 7 


Dcs'd 

Estimated uj 2 Average 

Population irt ^ DiilyPlow 

uaS I Q 

g 5 O P.E. 

< O S (1000*s) 
r 6 7 ‘ 


1,10C S oaoc 0.20C to 
1.90C ^ 

450 S 0*025 0-108 ciFtrCpBo 
0.600 ^ 

6,000 S 0*600 0-500 SchCraFtrCmDchoBo 
5.000 - 

280 S 0*020 0.040 Lq 
0.320 ^ 

370 S 0.020 0.040 

0.500 ^ 

620 S 0,04( X CiBo 


800 8 0-070 0-045 qjk ptrBo 

- - - 1.300 ^ 

1,200 S O-OSO X 

- - - X ^ 

470 S 0-030 X Lp 

0*580 ^ 

430 S 0.050 0.050 

0.500 

6,100 S 0-50C - None 


TREATMENT FACILITIES 


TREATMENT 


VIBORQ 

Turner 

VOLGA 

Brookings 

VAGNER 

Charlos Hlx 

VAKCNOA 

Olay 

VALL 

Ponnlngtoti 

VATERTOVN 

Codington 

WAUBAY 

Day 

VEBSTER 

Day 

VGSSINQTON 

Beadlo 

WESSINOTON SPRINGS 

Jerauld 

WHITE 

Brookings 

WHITE LAKE 

Aurora 

WHITE river 

Uellette 

VHITCWOOD 

Laxrenoe 

WILLOW LAKE 

Clark 


690 S 0-060 0.060 dPtrCpBo 
0-700 _ 


WOLSBY 

VOONSOCKBT 


Rotertfl 


BeadU 

Sanfaarn 


760 S 0-090 O.UO 
- 3.000 


ClFtrCpBoLo 


O.LIO 0*150 Ohio 

2.100 _ 


620 S 0.040 0.200 ^p 

1- OOO _ 

14,000 S 2.920 ^4.040 ShCwPthrCnDognrtLp 

B50 8 0.050 0.080 ciBo 

0-800 _ 

2,400 8 0.150 0,500 tp 

3.300 ^ 

370 C 0.020 X lp 
“ “ ^ X „ 

1,480 S O.lOO 0-400 ip 

2 - 000 ^ 

410 S 0-030 0.029 ciFtnCpBo 
- - - 0.600 

390 S 0-030 X Qipa 

580 8 0.035 O.lOO tp 

0.500 

460 S 0.030 0.080 

0.420 ^ 

460 S 0.030 0-050 ^iBo 
0-600 ^ 

540 S 0.040 0.150 tp 
0-750 ^ 

3,500 8 0-250 0.288 ShCniFtrCmDohrmBo 

3-000 « 

350 3 0-O20 - Mono 

SOO C 0-050 - ilonii 
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STA'IT 

YEAR 

SOUTH DAKOOIA 

1962 


OR 

SANITARY DISTRICT 
INSTITUTION 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


I960 Estimated 

Population 


TREATMENT FACimiES 


treatment 


PL AK INTON 

State Training Sohl« 
REDPIELO^ 

SANATOR 

State T. B, Hospital 





Yankton 

9,279 

10,800 

Aurora 

200 

200 

Spink 

1,200 

1,200 

Custer 

300 

300 


> < 8 P-n. 

< P S (lOOO’s) 


0,010 0,030 ShCiFtrCpBo 

0.200 ^ 

0,120 0,270 lo 

2,100 ^ 

0,020 0.080 ShCmFtrCpEgDrBo 
0,400 



1QA 










